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XII, Experiments to determine the Force of fired Gunpowder, 
By Benjamin Count of Rumford, F. R. S. M. R. I. Ai 



Read May 4, 1797. 

No human invention of which we have any authentic records, 
except, perhaps, the art of printing, has produced such impor- 
tant changes in civil society as the invention of gunpowder. 
Yet, notwithstanding the uses to which this wonderful agent 
is applied are so extensive, and though its operations are as 
surprising as they are important, it seems not to have hitherto 
been examiaed with that care and perseverance which it de- 
serves. The explosion of gunpowder is certainly one of the 
most surprising phaenomena we are acquainted with, and I am 
persuaded it would much oftener have been the subject of the 
investigations of speculative philosophers, as well as of profes- 
sional men, in this age of inquiry, were it not for the danger 
attending the experiments : but the force of gunpowder is so 
great, and its effects so sudden and so terrible, that, notwith- 
standing all the precautions possible, there is ever a consider- 
able degree of danger attending the management of it, as I 
have more than once found to my cost. 

Several eminent philosophers and mathematicians, it is true, 
have, from time to time, employed their attention upon this 
curious subject ; and the modern improvements in chemistry 
have given us a considerable insight into the cause, and the 
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natare of the explosion which takes place in the inflammation 
of gunpowder ; and the nature and properties of the elastic 
fluids generated in its combustion/ But the great desideratum, 
the real measure of the initial expansive force of inflamed gun- 
powder, so far from being known, has hitherto been rather 
guessed at than determined ; and no argument can be more 
convincing to show our total ignorance upon that subject, than 
the difference in the opinions of the greatest mathematicians 
of the age, who have undertaken its investigation. 

The ingenious Mr. Robins, who made a great number of 
very curious experiments upon gunpowder, and who, I believe, 
has done more towards perfecting the art of gunnery than any 
other individual, concluded, as the result of all his inquiries 
and computations, that the force of the elastic fluid generated 
in the combustion of gunpowder is 1000 times greater than 
the mean pressure of the atmosphere. But the celebrated ma- 
thematician Daniel Bernouilli determines its force to be not 
less than 10,000 times that pressure, or ten times greater than 
Mr. Robins made it 

Struck with this great difference in the results of the com- 
putations of these two able mathematicians, as well as with the 
subject itself, which appeared to me to be both curious and 
important, I many years ago set about making experiments 
upon gunpowder, with a view principally of determining the 
point in question, namely, its initial expansive force when fired; 
and I have ever since, occasionally, from time to time, as I 
have found leisure and convenient opportunities, continued 
these inquiries. 

In a paper printed in the year 1781, in the LXXI. Volume 
of the Philosophical Transactions, I gave an account of an 
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^perim#nt (No. 93.) hy whigh it tppewid tfe#% §alfit}atm^ 
even upon Mr. Robins's own principles, th^ foro§ §f guap§w^ 
der, instead of being looQ times, mmt ^Imst bt is©8 timm 
greater than the mean pres?ur§ of the atmoiphare, Hot^^v^ 
not only that experiment, bi^t mmy Others, mentioned in the 
same paper, had given me abiind^nt reason to c(?ndud§ that th§ 
principles assumed by Mr. il9#W^^ inhis treatise^ upon gunnery, 
were erroneous ; and I sav^ no possibility ^f ever b§ing able to 
determine the initial force of gunpowder by tljip Jiietl^(^t he had 
proposed, and which I Iitad till then followed in irpy ^pgriments. 
Unwilling to abandon 3 pursuit which had alr§ady co^st me 
much pains, I came to a resolution to strike out a n©w road, 
and to endeavour to ascertain the force of gunpowdw by actual 
measurement y in a direct and decisive experiment. 

I shall not here give a detail of the numerous diffictdtie^ and 
disappointments I met with in th^ course of th^ie dangerous 
pursuits; it will be sufllcient briefly to mention the plan of 
operations I formed, in order to obtain the md I propoaedr and 
to give a cursory view of the train of unsuccessful experiments 
by which I was at length led to the discovery of the truly asto- 
nishing force of gunpowder ;— a force ^t h^^tj^ty thousand 
times greater than the mean pressure of the atmosphere 1 

My first attempts were to fire gunpowder in a confined space, 
thinking, that when I had accomplished this, I should find 
means, without much difficulty, to measure its elastic force. 
To this end, I caused a short gun-barrel to be made, of the 
best wrought iron, and of uncommon strength ; the diameter 
of its bore was -^ of an inch, its length 5 inches, and the thick* 
ness of the metal was equal to the diameter of the borej^ so that 
its external diameter was ^^ inches. It wag closed at both 



the Form ofp-id XSm^moiMf. tt^ 

feldfej fey tWQ Idiig serewSj Mke tiiie bi^^dh-pifi of a musM; 
MGh W wtilch itii^id a fetes iiit&iti ^mtt, ieafiiig oftly d 

vacuity of 1 inch tft l^ftpk fet tm ctiarp. The |)0Wd6r WaiJ 
ititrodUd^^A iftt& tJiis eatitf fey taking ©lit (me of Ifei Screws, or 
bl^eefe^^iiS ; Wliidi being ^fterwtlxls isdreWed iftto ili plac^ 
agaiti^ ^M feoth ends of the bitrrel closed tip, ire #as e03fti- 
lttiittiCM6d to the powder by a very narrow vent. Made in the 
axis of one of the breech-pins for that purpose. The Chaiftber, 
which was 1 inch in length, aiid f of aji inch iii diaiiieter, be- 
ing about half filled With pOWder, I expected iMt 1^^ the 
powder should be fired, the gettemted elastic fluid being obliged 
to issue out at so Small an opening as the vent, which was no 
more than ^ of an inch in diameter, instead of giving a smart 
report, would come out with something like a hissing noise; 
and I intended, in a future experiment, to confine the gene- 
!*ated elastic fluid entirely, by adding a val\fe to the v&M, as 1 
had done in some of my experiments mentioned in my paper 
published in the LXXI. Volunie of the Philosophical Transac* 
tions. But when I set fire to the charge (which I took the 
precaution to do by means of a train), instead of a hissing 
noise, I Was surprised by a very sharp and a very loud report ; 
and, upon examining the barrel, I found the vent augmented 
to at least fout times its former dimensions, and both the screws 
loosened. 

Finding, by the result of this experiment, that 1 had to do 
with an agent much more troublesome to manage than I had 
imagined, I redoubled my precautions. As the barrel Was not 
essentially injured, its ends were now closed up by two new 
screws, which were firmly fixed in their places by solder, and 
a new vent was opened in the barrel itself. As both ends of 
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the barrel were now closed up, it was necessary^ in order to 
introduce the powder into the chamber, to make it pass through 
the vent, or to convey it through some other aperture made 
for that purpose. The method I employed was as follows : a 
hole being made in the barrel, about -—. of an inch in diameter, 
a plug of steel was screwed into this hole ; and it was in the 
centre or axis of the plug that the vent was made. To intro- 
duce the powder into the chamber the plug was taken away. 
The vent was made conical, its largest diameter being inwards, 
or opening into the chamber ; and a conical pin, of hardened 
steel, was fitted into it; which pin was intended to serve as a 
valve for closing up the vent, as soon as the powder in the 
chamber should be inflamed. To give a passage to the fire 
through the vent in entering the chamber, this pin was pushed 
a little inwards, so as to leave a small vacuity between its sur- 
face and the concave surface of the bore of the vent. But not- 
withstanding all possible care was taken in the construction of 
this instrument, to render it perfect in all its par}:s, the expe- 
riment was as unsuccessful as the former: upon firing the pow- 
der in the chamber, (though it did not fill more than half its 
cavity), the generated elastic fluid not only forced its way 
through the vent, notwithstanding the valve (which appeared 
not to have had time to close), but it issued with such an 
astonishing velocity from this small aperture, that instead of 
coming out with a hissing noise, it gave a report nearly as 
sharp and as loud as a common musket. Upon examining 
the vent- plug and the pin, they were both found to bje much 
corroded and damaged; though I had taken the precaution to 
harden them both before I made the experiment, 

I afterwards repeated the experiment with a simple vent^ 
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made very narrow, and lined with gold to prevent its being 
corroded by the acid vapour generated in the combustion o£ 
the gunpowder ; but this vent was found, upon trial, to be as 
little able to withstand the amazing force of the inflamed gun- 
powder as the others. It was so much, and so irregularly cor- 
roded, by the explosion in the first experiment, as to be ren- 
dered quite unserviceable; and what is still more extraordinary, 
the barrel itself, notwithstanding its amazing strength, was 
blown out into the form of a cask; and though it was cracked, 
it was not burst quite asunder, nor did it appear that any of the 
generated elastic fluid had escaped through the crack. The 
barrel, in the state it was found after this experiment, is still 
in my possession. 

These unsuccessful attempts, and many others of a similar 
nature, of which it is not necessary to give a particular account, 
as they aU tended to shew that the force of fired gunpowder is 
in fact much greater than has generally been imagined, instead 
of discouraging me from pursuing these inquiries, served only 
to excite my curiosity still more, and to stimulate me to further 
exertions. 

These researches did not by any means appear to me as be- 
ing merely speculative; on the contrary, I considered the de- 
termination of the real force of the elastic fluid generated in 
the combustion of gunpowder as a matter of great importance. 

The use of gunpowder is become so extensive, that very im- 
portant mechanical improvements can hardly fail to result from 
any new discoveries relative to its force, and the law of ita ac- 
tion. Most of the computations that have hitherto been made 
relative to the action of gunpowder, have been founded upon 
the supposition that the elasticity of the generated fluid i.s as its 
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density; but if this siiffasition shouM prcwe felse, all those 
computations, witli all the pmetieal Fules founded on them^ 
must necessarily be erroneous; and the infiuenee of these 
errors must be as extensive as the uses to which gun] 
is a] 

Having found by experience how difficult it is to confine 
the elastic vapour generated in the combustion of gunpowder, 
when the smallest opening is left by which any part of it can 
escape, it occurred to me, that I might perhaps succeed better 
by closing up the powder entirely^ m such a manner as to 
leave no opening whatever, by which it could communicate 
with the external air ; and by setting the powder on fire, hj 
causing the heat employed for that purpose to pass through 
the solid substance of the iron barrel used for confining it. In 
order to make this experiment, I caused a new barrel tobe con- 
structed for that purpose: its length was 3.4+5 iriches, and the 
diameter of its bore -^ of an inch ; its ends were closed up by 
two screws, each one inch in length, whiich were firmly and 
immoveably fixed in their places by solder; a vacuity being 
left between them in the barrel 1.45 inch in lengthy which 
constituted the chamber of the piece ; and whose capacity 
was nearly y% of a cubic inch. An hole, 0.37 of an inch in 
diameter, being bored through both sides of the barrel, 
through the centre of the chamber, and at right angles to its 
axis, two tubes of iron^ 0.37 of an inch in diameter, the dia- 
meter of whose bore was -y^ of an inch, were firmly fixed in 
this hole with solder, in such a manner that while their in- 
ternal openings were exactly opposite to each other, and on 
opposite sides of the chamber, the axes of their bores were in 
the same right line. The shortest of these tubes, which pro- 
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jected 1.3 inch beyond the external surface of the barrel, 
was closed at its projecting end, or rather it was not bored 
quite through its whole length, y^o ^^ ^^ ^^^ ^^ ^oYidi metal 
being left at its end, which was rounded off in the form of a 
blunt point. The longer tube, which projected 2.7 inches 
beyond the surface of the barrel on the other side, and which 
served for introducing the powder into the chamber, was 
open ; but it could occasionally be closed by a strong screw, 
furnished with a collar of oiled leather, which was provided 
for that purpose. The method of making use of this instru- 
ment was as follows. The barrel being laid down, or held, 
in a horizontal position, with the long tube upwards, the 
charge, which was of the very best fine-grained glazed powder, 
was poured through this tube into the chamber. In doing 
this, care must be taken that the cavity of the short tube be 
completely filled with powder, and this can best be done by 
pouring in only a small quantity of powder at first, and then, 
by striking the barrel with a hammer, cause the powder to de- 
scend into the short tube. When, by introducing a priming- 
wire through the long tube, it is found that the short tube is 
full, it ought to be gently pressed together, or rammed down, 
by means of the priming-wire, in order to prevent its falling 
back into the chamber upon moving the barrel out of the 
horizontal position. The short tube being properly filled, the 
rest of the charge may be introduced into the chamber, and 
the end of the long tube closed up by its screw. 

More eflfectually to prevent the elastic fluid generated in the 
combustion of the charge from finding a passage to escape 
by this opening, after the charge was introduced into the 
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chamber, the cavity of the long tube was filled up with cold 
tallow, and the screw that closed up its end (which was f an 
inch long, and but a little more than ^ of an inch in dia- 
meter) was pressed down against its leather collar with the 
utmost force. The manner of setting fire to the charge was 
as follows: a block of wrought iron, about 1^ inch square, 
with a hole in it, capable of receiving nearly the whole of that 
part of the short tube which projects beyond the barrel, being 
heated red hot, the end of the short tube was introduped into 
this hole, where it was suffered to remain till the heat, having 
penetrated the tube, set fire to the powder it contained, and 
the inflammation v^asfrom thence communicated to the powder 
in the chamber. 

The result of this experiment fully answered my expec- 
tations. The generated elastic fluid was so completely con- 
fined that no part of it could make its escape. The report of 
the explosion was so very feeble, as hardly to be audible : in- 
deed it did not by any means deserve the name of a report, 
and certainly could not have been heard at the distance of 
twenty paces ; it resembled the noise which is occasioned by 
the breaking of a very small glass tube. 

I imagined at first that the powder had not all taken fire, but 
the heat of the barrel soon convinced me that the explosion 
must have taken place, and after waiting near half an hour, 
upon loosening the screw which closed the end of the long 
vent tube, the confined elastic vapours rushed out with con- 
siderable force, and with a noise like that attending the dis- 
charge of an air-gun. The quantity of powder made use of 
in the experiment was indeed very small, not amounting to 
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more than •§■ part of what the chamber was capable of con- 
taining; but having so often had my machinery destroyed in 
experiments of this sort, I began now to be more cautious. 

Having found means to confine the elastic vapour generated 
in the combustion of gunpowder, my next attempts were to 
measure its force ; but here again I met with new and almost 
insurmountable difficulties. To measure the expansive force 
of the vapour, it was necessary to bring it to act upon a 
moveable body of known dimensions, and whose resistance to 
the efforts of the fluid could be accurately determined; but 
this was found to be extremely difficult. I attempted it in 
various ways, but without success. I caused a hole to be bored 
in the axis of one of the screws, or breech-pins, which closed 
up the ends of the barrel just described, and fitting a piston of 
hardened steel into this hole (which was ~ of an inch in 
diameter), and causing the end of the piston which projected 
beyond the end of the barrel to act upon a heavy weight, sus- 
pended as a pendulum to a long iron rod, I hoped, by know- 
ing the velocity acquired by the weight, from the length of 
the arc described by it in its ascent, to be able to calculate the 
pressure of the elastic vapour by which it was put in motion ; 
but this contrivance was not found to answer, nor did any of 
the various alterations and improvements I afterwards made in 
the machinery render the results of the experiment at all 
satisfactory. It was not only found almost impossible to pre- 
vent the escape of the elastic fluid by the sides of the piston, 
but the results of apparently similar experiments were so very 
different, and so uncertain, that I was often totally at a loss 
to account for these extraordinary variations. I was however 
at length led to suspect, what I afterwards found abundant 
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reason to conclude was the real cause of these variations, and 
of all the principal difficulties which attended the ascertaining 
the force of fired gunpowder by the methods I had hitherto 
pursued. 

It has generally been believed, after Mr. Robins, that the 
force of fired gunpowder consists in the action of a per^ 
manently elastic fluid, similar in many respects to common 
atmospheric air ; which being generated from the powder in 
combustion, in great abundance, and being raoi^over in a 
very compressed state, and its elasticity being much aug-^ 
mented by the heat (which is likewise generated in the com-? 
bustion), it escapes with great violence, by every avenue ; and 
produces that loud report, and all those terrible effects, which 
attend the explosion of gunpowder. 

But though this theory is very plausible, and seems upon a 
cursory view of the subject to account in ^a satisfactory man- 
ner for all the phenomena, yet a more careful examination will 
shew it to be defective. There is no doubt but the permanently 
elastic fluids, generated in the combustion of gunpowder, assist 
in producing those effects which result from its explosion; but 
it will be found, I believe, upon ascertaining the real expansive 
force of fired gunpowder, that this cause, alone, is quite inade^ 
quate to the effects actually produced; and that, therefore, the 
agency of some other power must necessarily be called in to 
its assistance. 

Mr. Robins has shewn, that if all the permanently elastic 
fluid generated in the combustion of gunpowder be compres- 
sed in the space originally occupied by the powder, and if this 
fluid so compressed be supposed to be heated to the intense 
heat of red-hot iron, its elastic force in that case will be looo 
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times greater than the mean pressure of the atmosphere; and 
this, according to his theory/is the real measure of the force 
of gunpowder, j/ir^(i in a cavity which it exactly fills. 

But what will become of this theory, and of all the siippo- 
siticms upon which it is founded, if I shiaH be able to prove, as 
I hope to do in the most satisfactory manner, that the force of 
Hred gunpowder, instead of being 1 000 times, is at least 50,000 
greater than the mean pressure of the atmosphere ? 

For my part,! know of no way of accounting for this enor- 
mous^ force, but by supposing it to arise principaly from the 
elasticity of the aqueous vapour generated from th^ powder in 
its combustion. The brilliant discoveries of modem chemists 
lave taught us, that both the constituent parts of which water 
k composed, and even vmter itself^ exist in the matarials which 
mm combined to make gunpowder j a^d there is niMh reason 
tm believe that water is actually forme<% ^ well ^s disengaged, 
m its Combustion. M. Lavoisier, I Icnow, imagined that the 
force of ired gunpowder, depends^ in a great nweas^^rte upon the 
expansive force of uneombined caloric^ supposed to be let loose 
in great Abundance during the corobustion or deflagration of 
tte pcrwJer: but it is not only dangerous to admit the action 
of ^ti Egait whose existence is not yet clearly demonstrated, 
but it appears to me that this supposition is quite unnecessary; 
the elastic force of the heated aqueous vapour, whose existence 
can hardly be doubted, being quite sufficient to account for all 
the phenomena. It is well known that the elasticity of aque- 
ous vapour is incomparably more augmented by any given 
augmentation of temperature, than that of any permanently 
elastic fluid whatever ; and those who are acquainted with the 
amazing force of steam, when heated only to a few degrees 
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above the boiling point, can easily perceive that its elasticity 
must be almost infinite when greatly condensed and heated to 
the temperature of red-hot iron ; and this heat it must cer- 
tainly acquire in the explosion of gunpowder. But if the force 
of fired gunpowder arises principally from the elastic force of 
heated aqueous vapour, a cannon is nothing more than a steam-' 
engine upon a peculiar construction ; and upon determining 
the ratio of the elasticity of this vapour to its density, and to 
its temperature, a law will be found to obtain, very different 
from that assumed by Mr. Robins, in his Treatise on Gunnery. 
What this law really is, I do not pretend to have determined 
with that degree of precision which I wished ; but the experi- 
ments of which I am about to give an account will, I think, 
demonstrate in the most satisfactory manner, not only that the 
force of fired gunpowder is in fact much greater than has been 
imagined, but also that its force consists principally in the 
temporary action of a fluid not permanently elastic, and con- 
sequently that all the theories hitherto proposed for the eluci- 
dation of this subject, must be essentially erroneous. 

The first step towards acquiring knowledge is undoubtedly 
that which leads us to a discovery of the falsehood of received 
opinions. To a diligent inquirer every common operation, 
performed in the usual course of practice, is an experiment, 
from which he endeavours to discover some new fact, or to 
confirm the result of former inquiries. 

Having been engaged many years in the investigation of 
the force of gunpowder, I occasionally found many oppor- 
tunities of observing, under a variety of xircumstances, the 
various effects produced by its explosion ; and as a long habit 
of meditating upon this subject rendered every thing relating 
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to it highly interesting to me ; I seized these opportunities with 
avidity, and examined all the various phaenomena with steady 
and indefatigable attention. 

During a cruise which I made as a volunteer in the Victory, 
with the British fleet, under the command of my late worthy 
friend Sir Charles Hardy, in the year 1779, I had many op- 
portunities of attending to the firing of heavy cannon : for 
though we were not fortunate enough to come to a general 
action with the enemy, as is well known, yet, as the men 
were frequently exercised at the great guns, and in firing at 
marks, and as some of ray friends in the fleet, then captains, 
(since made admirals) as the Honourable Keith Stewart, 
who commanded the Berwick of 74 guns — ^Sir Charles 
Douglas, who commanded the Duke of 98 guns^ — and Ad- 
miral Macbride, who was then captain of the Bienfaisant of 
64 guns, were kind enough, at my request, to make a number 
of experiments, and particularly by firing a greater number of 
bullets at once from their heavy guns than ever had been 
done before, and observing the distances at which they fell in 
the sea; I had opportunities of making several very interest- 
ing observations, which gave me much new light relative to 
the action of fired gunpowder. And afterwards, when I went 
out to America, to command a regiment of cavalry which I had 
raised in that country for the King's service, his Majesty having 
been graciously pleased to permit me to take out with me 
from England four pieces of light artillery, constructed under 
the direction of the late Lieutenant General Desaguliers, with 
a large proportion of ammunition, 1 made a great number of 
interesting experiments with these guns, and also with the 

MPCCXCVIL I i 



Qg6 Coz/wMluMFOiiD*s Experiments to determine 

ship guns on board the ships of war in which I itiad^ my pas-- 
sage to and from America. 

It would take up too much time, and draw out this paper 
to too great a length, to give an account in detail of all these 
experiments, and of the various observations I have had oppor- 
tunities of making from time to time, relative to this subject. 
I shall^ therefore, only observe at present, that the result of all 
my inquiries tended to confirm me more and more ih the 
opinion, that the theory generally adopted relative to the ex- 
plosion of gunpowder was extremely erroneous, and that its 
force is in fact much greater than is generally imagined. That 
the position of Mr. Robins, which supposes the inflammation 
and comibustion of gunpowder to be so instantaneous ^ that 
*^ the whole of the charge of a piece of ordnance is actually 
^* inflamed and converted into an elastic vapour before the 
"bullet is sensibly moved from its place,'' is very far from 
being true ; and that the ratio of the elasticity of the generated 
fluid, to its density, or to the space it occupies as it expands, 
is very different from that assumed by Mr. Robins. 

The rules laid down by Mr. Robins for computing the ve- 
locities of bullets from their weight, the known dimensions of 
the gun, and the quantities of powder made use of for the 
charge, may, and certainly do, very often give the velocities 
very near the truth; but this is no proof that the principles 
upon which these computations are made are just; for it may 
easily happen, that a complication of erroneous suppositions 
may be so balanced, that the result of a calculation founded! 
on them may, nevertheless, be very near the truth; and this 
is never so likely to happen as whe% from known effects^ the 



the Force of fired Gunpowder. 337 

action of the powers which produce them are computed. For 
it is not in general very difficult to assume such principles 
as, when taken together, may in the most common known 
cases answer completely all the conditions required. But in 
such cases, if the truth be discovered with regard to any one 
of the assumed principles, and it be substituted in the place of 
the erroneous supposition, the fallacy of the whole hypothesis 
will immediately become evident. 

As I have mentioned the experiments made with heavy 
artillery, as having been led by their results to form important 
conjectures relative to the nature of the expansion of the fluid 
generated in the combustion of gunpowder; it may perhaps 
be asked, and indeed with some appearance of reason, what 
the circumstances were which attended the experiments in 
question, which could justify so important a conclusion as 
that of the fallacy of the commonly received theory relative 
to that subject. To this I answer briefly, that in regard to 
the supposed instantaneous inflammation of the powder, upon 
which the whole fabric of this theory is bmlt, or rather of all 
the computations which are grounded upon it, a careful atten- 
tion to the phaenomena which take place upon firing off 
cannon, led me to suspect, or rather confirmed me in my 
former suspicions, that however rapid the inflammation of 
gunpowder may be, its total combustion is by no means so 
sudden as this theory supposes. When ''a heavy cannon is 
fired in the common way, that is, when the vent is filled with 
loojse powder, and the piece is fired off with a match, the time 
eir^i^pyed in the passage of the inflammation through the vent 
into the chamber of the piece is perfectly sensible, and this 
time is evidently sorter aft^ pece has been heated by 

I i 25 



238 Count Rumford's Experiments to determine 

repeated firing. With the same charge, the recoil of a gun, 
[tixid consequent] J the velocity of its bullet), is greater after 
the gun has been heated by repeated firing than when it is cold. 
The velocity of the bullet is considerably greater when the can- 
non is fired off with a vent tube, or by firing a pistol charged 
with powder into the open vent, than when the vent is filled 
with loose powder. The velocity of two, three, or more fit 
bullets discharged at once from a piece of ordnance, compared 
to the velocity of one single bullet discharged by the same 
quantity of powder, from the same cannon, is greater than it 
ought to be according to the theory. Considerable quantities 
of powder are frequently driven out of cannon and other fire- 
arms unconsumed. The manner in which the smoke of gun- 
powder rises in the air, and is gradually dissolved and rendered 
invisible, shews it to partake of the nature of steam. But not 
to take up too much time with these general observations, I 
shall proceed to give an account of experiments the results of 
which will be considered as more conclusive. 

Having found it impossible to measure the elastic force of 
fired gunpowder with any degree of precision by any of the 
methods before mentioned, I totally changed my plan of ope- 
rations, and instead of endeavouring to determine its force by 
causing the generated elastic fluid to act upon a moveable body 
through a determined space, I set about contriving an appara- 
tus in which this fluid should be made to act, by a determined 
surface, against a weight, which by being increased at pleasure 
should at last be such as would just be able to confine it, and 
which in that case would just counterbalance and consequently 
measure its elastic force. 

The idea of this method of determining the force of fired 
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gunpowder occurred to me many years ago; but a very expen- 
sive and troublesome apparatus being necessary in order to put 
it in execution, it was not till the year 1 792, when, being 
charged with the arrangement of the army of his most Serene 
Highness the Elector Palatine, reigning Duke of Bavaria, 
and having all the resources of the military arsenal, and a num- 
ber of very ingenious workmen at my command, with the per- 
mission and approbation of his most Serene Electoral High- 
ness, I set about making the experiments which I shall now 
describe: and as they are not only important in themselves, 
and in their results, but as they are, I believe, the first of the 
kind that have been made, I shall be very particular in my ac- 
count of them, and of the apparatus used in making them. 

One difficulty being got over, that of setting fire to the pow- 
der without any communication with the external air, by caus- 
ing the heat employed for that purpose to pass through the 
solid substance of the barrel, it only remained to apply such a 
weight to an opening made in the barrel as the whole force of 
the generated elastic fluid should not be able to lift, or displace ; 
but in doing this many precautions were necessary. For, first, 
as the force of gunpowder is so very great, it was necessary 
to employ an enormous weight to confine it ; for, though by 
diminishing the size of the opening, the weight would be les- 
sened in the same proportion, yet it was necessary to make 
this opening of a certain size, otherwise the experiments would 
not have been satisfactory; and it was necessary to make the 
support or base upon which the barrel was placed very massy 
and solid, to prevent the errors which would unavoidably have 
arisen from its want of solidity, or from its elasticity. 

The annexed drawings (Tab. V.) will give a complete idea 
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of the whole apparatus made use of in these e^cperimen^^ 
A. (fig. 1.) is a solid block of very hard stone, 4 feet finches 
square, placed upon a bed of solid masonry, which desjQended 
6 feet below the surface of the earth. Upon this block of 
stone, which served as a base to the whole machinery, was 
placed the barrel B of hammered iron, upon its support C, 
which is of cast brass, or rather of gun-metal ; which support 
was again placed upon a circular plate of hammered iron D, 
8 inches in diameter, and ^ of an inch thick, which last rested 
upon the block of stone. The opening of the bore of the bar- 
rel (which was placed in a vertical position, and which was 
just ^ of an inch in diameter) was closed by a solid hemisphere 
E of hardened steel, whose diameter was 1.16 inch; and 
upon this hemisphere the weight F, made use of for confining 
the elastic fluid generated from the powder in its combustion, 
reposed. This weight, (which in some of the most interesting 
experiments was a cannon of metal, a heavy twenty-four pounder, 
placed vertically upon its cascabel) being fixed to the timbers 
G G which formed a kind of carriage for it, was moveable up 
and down; the ends of these timbers being moveable in grooves 
cut in the vertical timbers fi K, which being fixed below in 
holes made to receive them in the block of stone, and above 
by a cross piece L, were supported by braces and iron clamps 
made fast to the thick walls of building of the arsenal. This 
weight was occasionally raised and lowered in the course of 
the experiments (in placing and removing the barrel), by 
means of a very strong lever, which is omitted in the drawing 
to make it less complicated. The barrel, a section of which is 
represented in fig. 2. of its natural size, is 2.78 inches long, 
and 2.82 inches in diameter, at its lower extremity, where it 
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reposes upon its supporter, but something less iabove, being 
somewhat diminished, and rounded off at its upper extremity. 
Its bore, which, as I have already observed, is ^ of an inch in 
diameter, is 2.13 inches long, and it ends in a very narrow 
opening below, not more than 0.07 of an inch in diameter, and 
1.715 inch long, which forms the vent (if I may be permitted 
to apply that name to a passage which is not open at both ends), 
by which the fire is communicated to the charge. From the 
centre of the bottom of the barrel there is a projection of about 
0.45 of an inch in diameter, and 1 .3 inch long, vvhich forms 
the vent tube V. Fig. 3. is a view of an iron ball W, which 
being heated red-hot, and being applied to the vent tube by 
means of an hole O made in it for tihat purpose, fire is com^ 
municated through the solid substance of the vent tube to the 
powder it contains, and from thence to the charge. 

Fig. 4,. which is drawn on a scale of t^vo inches to the inch; or 
half the real size of the machinery, shews how the barrel^ B was 
placed upon its support C ; how this last was placed^ upon its ^ 
circular plate of iron D,. and^ how the red-hot iron ball W was 
applied to the vent tube V. This ball is managed by means of 
a long handle h of iron, and being introduced through a cir- 
cular opening g in the support, and applied to the vent tube V, 
is kept in its place by means of a wedge, or rather lever /, 
whose external end is represented in the drawing as being 
broken off, to save room. The circular opening in ff^ont of the 
support is seen in front, and consequently more distinctly,^ in 
the drawing, fig. 1 . In this drawing the end of the vent tube 
may be likewise discovered through this opening; but as it was 
necessary, in order to introduce all the parts of this machinery, 
to make the drawing upon a very small scaTe, it was not possible 
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to express all the smaller parts with that distinctness which I 
wished. The other figures which are added, in which the parts 
are expressed separately, and upon a larger scale, willi it is 
hoped, supply this defect. 

The stand, or support as I have called it, upon which the 
barrel was placed, is circular, and in order that it might be united 
more firmly to the plate of iron upon which it reposes, this 
plate is furnished with a cylindrical projection p, i inch long 

and li in diameter, which enters a hole made in the bottom of 

.a 

the stand to receive it. 

Fig. 5. is a view of the barrel from above, in which the pro- 
jecting screws, or rather cylinders, are seen^ by which the he- 
misphere E, fig. 2. which closed the end of the barrel, was kept 
in its place. Two of these screws 1, 2, are seen in the figures 2 
and 4. The smaller circle a 6, fig. 5. shews the diameter of a 
circular plate of gold, which was let into the end of the barrel, 
being firmly fixed to the iron solder ; and the larger circle c d 
represents a circular piece of oiled leather, which was placed 
between the end of the barrel and the hemisphere which rested 
upon it. 

The end of the barrel was covered with gold, in order to 
prevent as much as possible its being corroded by the elastic 
vapour which, when the weight is not heavy enough to confine 
it, escapes between the end of the barrel and the flat surface of 
the hemisphere ; but even this precaution was not found to be 
sufficient to defend the apparatus from injury. The sharp edge 
of the barrel at the mouth of the bore was worn away almost 
immediately, and even the flat surface of the hemisphere, not- 
withstandmg it was of hardened steel and very highly pohshed, 
was sensibly corroded. This corrosion of the mouth of the 
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bore, by which the dimensions of the surface upon which the 
generated elastic fluid acted were rendered very uncertain, 
would alone have been sufficient to have rendered all my at- 
tempts to determine the force of fired gunpowder abortive, had 
I not found means to remedy the evil. The method I pursued 
for this purpose was as follows. Having provided some pieces 
of very good compact sole-leather, I caused them to be beaten 
upon an anvil with a heavy hammer, to render them still more 
compact; and then, by mean^ of a machine made for that pur- 
pose, cylindric stoppers, of the same diameter precisely as the 
bore of the barrel, and 0.13 of an inch in length (that is to 
say, the thickness of the leather), were formed of it; and one 
of these stoppers, which had previously been greased with tal- 
low, being put into the mouth of the piece after the powder 
had been introduced, and being forced into the bore till its 
upper end coincided with the end of the barrel, upon the ex- 
plosion taking place, this stopper (being pressed on the one 
side by the generated elastic fluid, and on the other by the he- 
misphere, loaded with the whole weight employed to confine 
the powder), so completely closed the bore, that when the 
force of the powder was not sufficient to raise the weight to 
such a height that the stopper was actually blown out of the 
piece, not a particle of the elastic fluid could make its escape. 
And in those cases in which the weight was actually raised, 
and the generated elastic fluid made its escape, as it did not 
corrode the barrel in any other part but just at the very extr en- 
mity of the bore, the experiment by which the weight was as- 
certained, which was just able to counterbalance the pressure 
of the generated elastic fluid, was in nowise vitiated, either by 
the increased diameter of the bore at its extremity, or by any 
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corrosion of the hemisphere itself; for as long as the bore re« 
tained its form and its dimensions, in that part to which the 
efforts of the elastic fluid were confined, that is, in that part of 
the bore immediately in contact with the lower part of the 
stopper, the experiment could not be affected by any imper- 
fection of the bore either above or below. 

In the figures 2. and 4. this stopper is represented in its place, 
and fig. 6. shews the plan, and fig. 7. the profile of one of these 
stoppers of its full size. Fig. §. shews a small but very useful 
instrument, employed in introducing these stoppers into the 
bore, and more especially in occasionally extracting them : it re- 
sembles a common cork-screw, only it is much smaller. In the 
figure (where it is shewn in its full size), it is represented 
screwed into a stopper. Fig. 9. shews the plan, and fig. 10. a 
side view, of the hemisphere of hardened steel, by which the 
end of the barrel was closed. In the figures 2. and 4. the barrel 
is represented as being about half filled with powder. 

Presuming that what has been already said, together with 
the assistance of the annexed drawings, will be sufficient to 
give a perfect idea of all the different parts of this apparatus, I 
shall now proceed to give an account of the experiments which 
from time to time have been made with it. And in order to 
render these details as intelligible as possible, and to shew the 
results of all these inquiries in a clear and satisfactory manner, 
I shall first give a brief account of the manner in which the 
experiments were made; of the various precautions used; 
and the particular appearances which were observed in the pro- 
secution of them. 

The powder made use of in these experiments was of the 
best quality, being that kind called poudre de chasse by the 
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French, and very fine grained : and it was all taken from the 
same parcel. Care was taken to dry it very thoroughly^ and 
the air of the room in which it was weighed out for use was 
very dry. The weights employed for weighing the powder 
were German apothecary's grains, 104.8 of which make 100 
grains Troy. I have reduced the weights employed to confine 
the elastic vapour generated in the combustion of the powder 
from Bavarian pounds, in which they were originally expressed, 
to pounds avoirdupois. The measures of length were all taken 
in English feet and inches. The experiments were all made in 
the open air, in the court-yard of the arsenal at Munich ; and 
they were all made in fair weather, and between the hours of 
nine and twelve in the forenoon, and two and five in the after- 
noon ; but the barrel was always charged, and the extremity 
of the bore closed by its leather stopper, in the room where 
the powder was weighed. In placing the barrel upon the 
block of stone, great care was taken to put it exactly under 
the centre of gravity of the weight employed to confine the 
generated elastic vapour. Upon applying the red-hot ball to 
the vent tube, and fixing it in its place by its lever which sup- 
ported it, the explosion very soon followed. 

When the force of the generated elastic vapour was suf- 
ficient to raise the weight, the explosion was attended by a 
very sharp and surprisingly loud report ; but when the weight 
was not raised, as also when it was only a little moved, but 
not sufficiently to permit the leather stopper to be driven quite 
out of the bore, and the elastic fluid to make its escape, the 
report was scarcely audible at the distance of a few paces, and 
did not at all resemble the report which commonly attends 
the explosion of gunpowder. It was more like the noise 
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which attends the breaking of a small glass tube than any 
thing else to which I can compare it. In many of the experi- 
ments in which the elastic vapour was confined, this feeble 
report attending the explosion of the powder was immediately 
followed by another noise, totally different from it, which ap- 
peared to be occasioned by the falling back of the weight 
upon the end of the barrel, after it had been a little raised, but 
not sufficiently to permit the leather stopper to be driven quite 
out of the bore. In some of these experiments, a very small 
part only of the generated elastic fluid made its escape : in 
these cases the report was of a peculiar kind, and though per-- 
fectly audible at some considerable distance, yet not at all 
resembling the report of a musket. It was rather a very strong, 
sudden hissing, than a clear, distinct, and sharp report. 

Though it could be determined with the utmost certainty 
by the report of the explosion, whether any part of the gene- 
rated elastic fluid had made its escape, yet for still greater 
precaution, a light collar of very clean cotton wool was placed 
round the edge of the steel hemisphere, where it reposed upon 
the end of the barrel, which could not fail to indicate by the 
black colour it acquired, the escape of the elastic fluid, when- 
ever it was strong enough to raise the weight by which it was 
confined sufficiently to force its way out of the barrel. 

Though the end of the barrel at the mouth of the bore was 
covered with a circular plate of gold, in order the better to de- 
fend the mouth of the bore against the effects of the corrosive 
vapour, yet this plate being damaged in the course of the ex- 
periments (a piece of it being blown away), the remainder of 
it was removed ; and it was never after thought necessary to 
replace it by another. When this plate of gold was taken 
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away, the length of the barrel was of course diminished as 
much as the thickness of this plate amounted to, which was 
about ^™ part of an inch ; but in order that even this small 
diminution of the length of the barrel might have no effect on 
the results of the experiments, its bore was deepened -^^ of an 
inch when this plate was removed, so that the capacity of the 
bore remained the same as before. 

After making use of a great variety of expedients, the best 
and most convenient method of closing the end of the bore, 
and defending the flat surface of the steel hemisphere from the 
corroding vapours, was found to be this ; first, to cover the end 
of the bore with a circular plate of thin oiled leather, then to 
lay upon this a very thin circular plate of hammered brass, and 
upon this brass plate the flat surface of the hemisphere. When 
the elastic fluid made its escape, a part of the leather was con- 
stantly found to have been torn away, but never in more places 
than one ; that is to say, always on one side only. 

What was very remarkable in all those experiments in which 
the generated elastic vapour was completely confined^ was the 
small degree of expansive force which this vapour appeared to 
possess after it had been suffered to remain a few minutes, or 
even only a few seconds^ confined in the barrel; for, upon rais-- 
ing the weight by means of its lever, and suffering this vapour 
to escape, instead of escaping with a loud report> it rushed out 
with a hissing noise hardly so loud or so sharp as the report 
of a common air-gun; and its efforts against the leathern 
stopper, by which it assisted in raising the weight, were so 
very feeble as not to be sensible. Upon examining the barrel, 
however, this diminution of the force of the generated elastic 
fluid was easily explained ; for what was undoubtedly in the 
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moment of the explosion in the form of an elastic fluid, was 
now found transformed into a solid body as hard as a stone I 
It may easily be imagined how much this unexpected appear- 
ance excited my curiosity ; but, intent on the prosecution of 
the main design of these experiments, the ascertaining the 
force of fired gunpowder, I was determined not to permit my- 
self to be enticed away from it by any extraordinary or unex- 
pected appearances, or accidental discoveries, however alluring 
they might be ; and faithful to this resolution, I postponed the 
examination of this curious ph^enomenon to a future period ; 
and since that time I have not found leisure to engage in it. 
I think it right, however, to mention in this place such cursory 
observations as I was able, in the midst of my other pursuits, 
to make upon this subject; and it will afford me sincere plea- 
sure, if what I have to offer should so far excite the curiosity 
of philosophers, as to induce some one who has leisure, and 
the means of pursuing such inquiries with effect, to precede me 
in the investigation of this interesting phsenomenon ; and as 
the subject is certainly not only extremely curious in itself, but 
bids fair to lead to other and very important discoveries, I 
cannot help flattering myself that some attention will be paid 
to it. I have said that the solid substance into which the 
elastic vapour generated in the combustion of gunpowder was 
transformed, was as hard as a stone. This I am sensible is 
but a vague expression ; but the fact is, that it was very hard, 
and so firmly attached to the inside of the barrel, and parti- 
cularly to the inside of the upper part of the vent tube, that it 
was always necessary, in order to remove it, to make use of a 
drill, and frequently to apply a considerable degree of force. 
This substance, which was of a black colour, or rather of a 
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dirty, grey, which changed to black upon being exposed to the 
air, had a pungent, acrid, alkaline taste, and smelt like liver of 
sulphur. It attracted moisture from the air with great avidity. 
Being moistened with water, and spirit of nitre being poured 
upon it, a strong effervescence ensued, attended by a very of- 
fensive and penetrating smell. Nearly the whole quantity of 
matter of which the powder was composed, seemed to have 
been transformed into this substance; for the quantity of elastic 
fluid which escaped upon removing the weight, was very incon- 
siderable; but this substance was no longer gunpowder ; it 
was not even inflammable. What change had it undergone ? 
what could it have lost? It is very certain the barrel was 
considerably heated in these experiments. Was this occa- 
sioned by the caloric, disengaged from the powder in its com- 
bustion, making its escape through the iron ? And is this a 
proof of the existence of caloric, considered as a fluid sui ge- 
neris; and that it actually enters into the composition of inflam- 
mable bodies, or of pure air, and is necessary to their combus- 
tion ? I dare not take upon me to decide upon such important 
questions. I once thought that the heat acquired by a piece of 
ordnance in being fired, arose from the vibration or friction of 
Its parts, occasioned by the violent blow it received in the ex- 
plosion of the powder ; but I acknowledge fairly, that it does 
not seem to be possible to account in a satisfactory manner 
for the very considerable degree of heat which the barrel ac- 
quired in these experiments, merely on that supposition. 

That this hard substance, found in the barrel after an expe- 
riment in which the generated elastic vapour had been com- 
pletely confined, was actually in a fluid or elastic state in the 
moment of the explosion, is evident from hence, that in all 
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those cases in which the weight was raised, and the stapper 
blown out of the bore, nothing was found remaining in the 
barrel. It was very remarkable that this hard substance was 
not found distributed about in all parts of the barrel indiffe- 
rently, but there was always found to be more of it near the 
middle of the length of the bore, than at either of its extremi- 
ties ; and the upper part of the vent tube in particular was 
always found quite filled with it. It should seem from ♦hence, 
that it attached itself to those parts of the barrel which were 
soonest cooled; and hence the reason, most probably, why 
none of it was ever found in the lower part of the vent tube, 
where it was kept hot by the red-hot ball by which the powder 
was set on fire. 

I found by a particular experiment, that the gunpowder 
made use of, when it was well shaken together, occupied ra- 
ther less space in any given measure, than the same weight of 
water; consequently when gunpowder is fired in a confined 
space which it fills, the density of the generated elastic fluid 
must be at least equal to the density of water. The real spe- 
cific gravity of the solid grains of gunpowder, determined by 
weighing them in air and water, is to the specific gravity of 
water, as 1.868 to 1.000. But if a measure, whose capacity is 
one cubic foot, hold 1000 ounces of water, the same measure 
will hold just 1077 ounces of fine grained gunpowder, such as 
I made use of in my experiments ; that is to say, when it is 
well shaken together. When it was moderately shaken toge- 
ther, I found its weight to be exactly equal to that of an equal 
volume, or rather measure, of water. But it is evident that the 
weight of any given measure of gunpowder, must depend much 
upon the forms and sizes of its grains. I shall add only one 
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observation more, relative to the particular appearances which 
attended the experiments in which the elastic vapour generated 
in the combustion of gunpowder was confined, and that is, with 
regard to a curious effect produced upon the inferior flat surface 
of the leathern stopper, where it was in contact with the gene- 
rated elastic vapour. Upon removing the stopper, its lower 
flat surface appeared entirely covered with an extremely white 
powder, resembling very light white ashes, but which almost 
instantaneously changed to the most perfect black colour upon 
being exposed to the air. 

The sudden change of colour in this substance upon its be- 
ing exposed to the air, has led me to suspect that the solid 
matter found in the barrel was not originally black, but that 
it became black merely in consequence of its being exposed to 
the air. The dirty grey colour it appeared to have immediately 
on being drilled out of the cavity of the bore, where it had fixed 
itself, seems to confirm this suspicion. An experiment made 
with a very strong glass barrel would not only decide this 
question, but would most probably render the experiment pe-- 
culiarly beautiful and interesting on other accounts; and I 
have no doubt but a barrel of glass might be made sufficiently 
strong to withstand the force of the explosion. Whether it 
would be able to withstand the sudden effects of the heat, I own 
I am more doubtful ; but as the subject is so yery interesting, 
I think it would be worth while to try the experiment. Per- 
haps the apparatus might be so contrived as to set fire to the 
powder by the solar rays, by means of a common burning 
glass ; but even if that method should fail, there are others 
equally unexceptionable, which might certainly be employed 
with success; and it is hardly possible to imagine any thing 
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tnore curk)us than an experiment of this Mnd^w^ be, if it 
wer« successful. 

But to proceed to the experiments by which I endeavoured 

to ascertain the force of fired gunpowder. All the parts of the 
apparatus being ready, it was in the autumn of the year 1792 
that the first experiment was made. 

The barrel being charged with 10 grains of powder (its con- 
tents when quite full amounting to about 28 grains), and the 
end of the barrel being covered by a circular piece of oiled 
leather, and the flat side of the hemisphere being laid down 
upon this leather, and a heavy cannon, a twenty-four pounder, 
weighing 8681 lbs. avoirdupois, being placed upon its cascabel 
in a vertical position upon this hemisphere, in order to confine 
by its weight l^e generated elastic fluid, the heated iron ball 
#as a^jpHed to the end of the vent tube; and 1 had waited but 
% very few moments in anxious expectation of the event, when 
i had the satisfaction of observing that the experiment had 
succeeded. The report of the explosion wms extremely feeble, 
and so little resembling the usual report of the explosion of 
gunpowder, that the by-standers could not be persuaded that 
It was ally thing more than a cracking of the barrel, occasioned 
ttiarely %y its being heated by the rednhot bdl : yet, as I had 
beeii taught by the result of former experiments not to expect 
#ty other r^ort, and as I found upon puttir^ my hand tipon 
the barrel that it 1)egaji to be sensibly warm, 1 was soon con- 
vinced that the powder must have taken fire ; and after wait- 
ing four or five minutes, upon causing the weight which rested 
updn the hemisphere to be raised, the confined elastic vapour 
rushed out of the barrel. Upon removing the barml and exa- 
inihing it, itsbttre Wats fpund to be chocked up by the solid 
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substance which I have already described^ and from which it 
was with some difficulty that it was freed, and rendered fit for 
another experiment. The extreme feebleness of the report of 
the explosion, and the small degree of force with which the 
generated elastic fluid rushed out of the barrel upon remQving 
the weight which had confined it, had inspired my assistants 
with no very favourable idea of the importance of these expe^ 
riments. I had seen, indeed, from the beginning by their looks, 
that they thought the precautions I took to confine so incpn- 
siderable a quantity of gunpowder as the batrrel could contain, 
perfectly ridiculous ; but the result of the fpllowing experiment 
taught them more respect for an agent, of whose real force 
they had conceived so very inadequate an idea. 

In this second experiment, instead of 10 grains of powder, 
the former charge, the barrel was npw quite filled with powder, 
and the steel hemisphere, with its oiled leather und#^ it, was 
pressed down upon the end of the barrel by the same weight 
as was employed for that purpose in the first experiment, 
namely, a cannon weighing 8081 lbs. In order to give a mpre 
perfect idea of the result of this important experiment, it may 
not be amiss to describe more particularly one of the principal 
parts of the apparatus employed in it, I mean the barrel This 
barrel (which though similar to it in all respects was not the 
same that has already been described,) was made of the best 
hammered iron, and was of uncommon strength. Its length 
was 2f inches ; and though its diameter was also 9.^ inches, 
the diameter of its bore was no more than ^ pf an inch, or less 
than the diameter of a common goose quill. The length of 
its bore was 2.15 inches. Its diameter being 21 inphes, and 
the diameter of its bore only ^ of an inch, the thickness pf th# 
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metal was i^ inch; or, it was 5 times as #ick^^^^a^^^^^ 
meter of its bore. The charge of powder was extremely small^ 
amounting to but little more than -— of a cubic inch; not so 
much as would be required to load a small pocket pistol, and 
not one-tenth part of the quantity frequently made use of for 
the charge of a common musket. I should be afraid to relate 
the result of this experiment, had I not the most indisputable 
evidence to produce in support of the facts. This inconsider- 
able quantity of gunpowder, when it was set on fire by the 
application of the red-hot ball to the vent tube, exploded with 
such inconceivable force as to burst the barrel asunder in which 
it was confined, notwithstanding its enormous strength ; and 
with such a loud report as to alarm the whole neighbourhood. 
It is impossible to describe the surprise of those who were spec- 
tators of this phaenomenon. They literally turned pale with 
affright and astonishment, and it was some time before they 
could recover themselves. The barrel was not only completely 
burst asunder, but the two halves of it were thrown upon the 
ground in different directions: one of them fell close by my 
feet, as I was standing near the machinery to observe more 
accurately the result of the experiment. Though I thought it 
possible that the weight might be raised, and that the gene-r 
rated elastic vapour would make its escape, yet the bursting of 
the barrel was totally unexpected by me. It was a new lesson 
to teach me caution in these dangerous pursuits. 

It affords me peculiar satisfaction in laying these accounts 
before the Royal Society, to be able to produce the most re- 
spectable testimony of their authenticity . 

My friend Sir Charles Blagden, one of the worthy Secre- 
taries of the Society, visited Munich in the summerof the year 
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1793, in Ms return from Italy; and though I was then absent 
(travelling for the recovery of my health), yet, by my directions, 
he was not only shewn every part of the apparatus made use 
of in these experiments, but several experiments were actually 
repeated in his presence; and he was kind enough to take with 
him to England one half of the barrel which was burst in the 
experiment just mentioned, which at my request he has de- 
posited in the Museum of the Society, and which I flatter 
myself will be looked upon as the most unequivocal proof of 
my discoveries relative to the amazing force of the elastic va* 
pour generated in the combustion of gunpowder. 

When the amazing^ strength of this barrel is considered, 
and when we consider the smallness of the capacity of its bore, 
it appears almost incredible, that so small a quantity of powder 
as that which was employed in the experiment could burst it 
asunder. 

But without insisting on the testimony of several persons of 
respectable character, who were eye witnesses of the fact, and 
from whom Sir Charles Blagden received a verbal account, 
in detail, of all the circumstances attending the experiment, I 
fancy I may very safely rest my reputation upon the silent 
testimony which this broken instrument will bear in my fa- 
vour; much doubting whether it be in the power of art to burst 
asunder such a mass of soHd iron, by any other means than 
those I employed; 

Before I proceed to give an account of my subsequent ex- 
periments upon this subject, I shall stop here for a moment to 
make an estimate, from the known strength of iron, and the 
area of the fracture of the barrel, of the real force employed by 
the elastic vapour to burst it. In a course of experiments upon 
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the strength of various bodies which I began man 
and an account of which I intend at some future period to 
lay before the Royal Society,^ I found, by taking the mean of 
the results of several experiments, that a cylinder of good 
tough hammered iron, the area of whose transverse section 
was only Y^^^o o^^^^ inch, was able to sustain a weight of i tglhs. 
avoirdupois, without breaking. This gives 63,4^66 lbs. for the 
weight which a cylinder of the same iron whose transverse 
section is one inch, would be able to sustain without being 
broken. The area of ike fracture of the .barrel before men- 
tioned was measured with the greatest care, and was found 
to measure very exactly 6^ superficial inches. If now we sup- 
pose the iron of which this barrel was formed, to be as strong 
as that whose strength I determined (and I have no reason to 
suspect it to be of an inferior quality), in that case, the force 
actually employed in bursting the barrel must have been equal 
to the pressure of a weight of 41 2529 lbs. For the resistance or 
cohesion of one inch, is to 63466 lbs. as that of 6f inches to 
412529 lbs. ; and this force, so astonishingly great, was exerted 
by a body which weighed less than 26 grains Troy, and which 
acted in a space that hardly amounted to ^^^ of a cubic inch. 
To compare this force exerted by the elastic vapour gene- 

* Since writing the above, I have met with a misfortune which has put it out of my 
power to fulfil my promise to the Royal Society. On my return to England from Ger- 
many in October, 1795, ^^^^^ ^^ absence of eleven years, I was stopped in my post- 
chaise in St. Paul's churchyard, in London, at six o*clock in the evening, and robbed 
of a trunk which was behind my carriage, containing all my private papers and my 
original notes arid observations on philosophical subjects. By this cruel accident I 
have been deprived of the fruits of the labours of my whole life ; aixd have lost all that 
I held most valuable. This most severe blow has left an impression on my mind* 
which I feel that nothing will ever be able entirely to remove. 
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rated in the Gombustion of gunpowder, and by which the 
barrel was burst, to the pressure of the atmosphere, it is ne- 
cessary to determine the area of a longitudinal section of the 
bore of the piece. Now the diameter of the bore being :^ of 
an inch, and its length (after deducting 0.15 of an inch for 
the length of the leathern stoppers) 2 inches, the area of its 
longitudinal section turns out to have been \ an inch. And if 
now we assume the mean pressure of the atmosphere = 15 lbs. 
avoirdupois for each superjficial inch, this will give 7|- for that 
upon a surface == \ inch, equal to the area of a longitudinal 
section of the bore of the barrel. 

But we have just found that the force actually exerted by the 
elastic vapour in bursting the barrel, amounted to 4125^9 lbs.; 
this force was therefore 55004, times greater than the mean 
pressure of the atmosphere ! For it is as 7-! lbs. to 1 atmosphere, 
so 412529 lbs. to 55004 atmospheres. 

Thinking it might perhaps be more satisfactory to know the 
real strength of the identical iron of which the barrel used in 
the before mentioned experiment was constructed, rather than 
to rest the determination of the strength of the barrel upon 
the decision of the strength of iron taken from another parcel, 
and which very possibly might be of a difFerent quality, since 
writing the above, I have taken the trouble to ascertain the 
strength of the iron of which the barrel was made, which was 
done in the following manner. Having the one half of the 
barrel still in my possession, I caused small pieces, 2 inches 
long, and about \ of an inch square, to be cut out of the solid: 
block, in the direction of its length, with a fine saw ; and these 
pieces being first made round in their middle by filing, and 
then by turning in a lathe with a very sharp instrument, were 
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reduced to such a size as was necessary, in order to their being 
pulled asunder in my machine for measuring the strength of 
bodies. In this machine the body to be pulled asunder is held 
fast by two strong vices, the one fastened to the floor, and the 
other suspended to the short arm of a Roman balance, or com- 
mon steel-yard ; and in order that the bodies so suspendedimay 
not be injured by the jaws of the vices, so as to be weakened 
and to vitiate the experiments, they are not made cylindrical, 
but they are made larger at their two ends where they are held 
by the vices, and from thence their diameters were gradually 
diminished towards the middle of their lengths, where their 
measures were taken, and where they never failed to break. 

As I had found by the results of many experiments which I 
had before made upon the strength of the various metals, that 
iron, as well as all other metals, is rendered much stronger by 
hammering, I caused those pieces of the barrel which were 
prepared for these experiments to be separated from the solid 
block of metal, and reduced to their proper sizes, by sawing, 
filing, and turning, and without ever receiving a single blow 
of a hammer; so that there is every reason to believe that the 
strength of the iron, as determined by the experiments, may 
safely be depended on. The results of the experiments were 
as follows; 
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1 
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320.75 

277,01 



Number of Experiments = 4. ) 

Mean 



Weight required to break 

1 inch of this iron. 

lbs. avoirdupois. 



62737- 
64366. 

6452 6« 
61063. 



252692. 



%i73/ 



If now we take the strength of the iron of which the barrel 
was composed as here determined by actual experiments, and 
compute the force required to burst the barrel, it will be found 
equal to the pressure of a weight of 4106241- lbs. instead of 
436800 as before determined. For it is the resistance or force of 
cohesion of 1 inch of this iron to 63173 lbs., as that of 6i 
inches (the area of the fracture of the barrel) to 410624I- lbs. 
And this weight turned into atmospheres, in the manner above 
described, gives 54750 atmospheres for the measure of the force 
which must have been exerted by the elastic fluid in bursting the 
barrel. But this force, enormous as it niay appear, must still 
fall short of the real initial force of the elastic fluid generated in 
the combustion of gunpowder, before it has begun to expand; 
for it is more than probable that the barrel was in fact burst 
before the generated elastic fluid had exerted all its force, or 
that this fluid would have been able to have burst a barrel still 
stronger than that used in the experiment— But I wave these 
speculations in order to hasten to more interesting and more 
satisfactory investigations. Passing over in silence a consider- 
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able number of promiscuous experiments, which having nothing 
particulariy remarkable in their results, could throw no new 
light upon the subject, I shall proceed immediately to give an 
account of a regular set of experiments, undertaken with a view 
to the discovery of certain determined facts, and prosecuted 
with unremitting perseverance. 

These experiments were made by my directions under the 
immediate care of Mr. Reichenbach, commandant of the corps 
of artificers in the Elector s military service, and of C6unt 
Spreti, first lieutenant in the regiment of artillery. 

Though I was prevented by ill health from being actually 
present at all these experiments, yet being at hand, and having 
every day, and almost every hour, regular reports of the pro- 
gress that was made in them, and of every thing extraordinary 
that happened, the experiments may be said with great truth 
to have been made under my immediate direction ; and as the 
two gentlemen by whom I was assisted, were not only every 
way qualified for such an undertaJcing, but had been present, 
and had assisted me in a number of similar experiments which 
I had myself made, they had acquired all that readiness and 
dexterity in the various manipulations which are so useful and 
necessary in experimental inquiries ; and I think I can safely 
venture to say that the experiments may be depended upon. 
It would have afforded me great satisfaction to have been able 
to say that the experiments were all made by myself; and I 
had resolved to repeat them before I made them public, parti- 
cularly as there appear to have been some very extraordinary 
and qpite unaccountable differences in the results of those 
made in different seasons of the year ; but having hitherto been 
prevented by ill health, and by other avocations, from engag- 
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ing again in these laborious researches, I have thought it right 
not to delay any longer the publication of facts, which appear 
to me to be both new and interesting, as their publication 
may perhaps excite others to engage in their farther inves« 
tigation^ 

The principal objects I had in view in the following set of 
experiments were, first, to determine the expansive force of 
the elastic vapour generated in the combustion of gunpowder 
in its various states of condensation, and to ascertain the ratio 
of its elasticity to its density : and secondly, to measure, by 
one decisive experiment, the utmost force of this fluid in its 
most dense state ; that is to say, when the powder completely 
fills the space in which it is fired, and in which the generated 
fluid is confined. As these experiments were very numerous, 
and as it will be more satisfactory to be able to see all their 
results at one cursory view, I have brought them into the form 
of a general table. 

In this table, vdiich does not stand in need of any particular 
explanation, may be seen the results of all these investigations. 

The dimensions of the barrel made use of in the experiments 
mentioned in this table, were as follows. 

Diameter of the bore at its muzzle == 0.25 of an inch. 

Joint capacities of the bore, and of its vent tube, exclusive 
of the spee occupied by the leathern stopper, = 0.089741 of a 
cubic inch. 

Quantity of powder contained by the barrel and its vent 
tube when both were quite full, (exclusive of the space occu- 
pied by the leathern stopper,) 25,641 German apothecary*s 
grains, = %^^ grains Troy. 

The capacities of the barrel and of its vent tube were deter- 

M m 2 
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mined by filling them with mercury, and then weighing in 
air and in water the quantity of mercury required to fill them ; 
and the quantity of powder required to fill the barrel and its 
vent tube was determined by computation, from the known 
joint capacities of the barrel and its vent tube, in parts of a 
cubic inch, and from the known specific gravity of the powder 
used in the experiments. 

Thus the contents of the barrel and its vent tube having 
been found to amount to 0.08974 of a cubic inch, and it hav- 
ing been found that 1 cubic inch of the gunpowder in question, 
well shaken together, weighed just 272.68 grains Troy, this 
gives 24.47 grains Troy (= 25.641 grains, German apothe- 
cary's weight) for the contents of the barrel and its vent 
tube. 

The numbers expressing the charges of powder in thou-- 
sandth parts of the joint capacities of the barrel and of its vent 
tube, were determined from the known quantities of powder 
used in the different experiments, expressed in German apo- 
thecary's grains, and the relation of these quantities to the 
quantity required to fill the barrel and its vent tube com- 
pletely. 

Thus, as the barrel and its vent tube were capable of con- 
taining 25.641 apothecary's grains of powder, if we suppose 
this quantity to be divided into 1 000 equal parts, this will give 
39 of those parts for 1 grain; 78 parts for 2 grains; 390 for 
10 grains, &c. For it is 25.641 to 1000, as 1 to 39 very 
nearly. 

As this method of expressing the quantities of powder shows 
at the same time the relative density of the generated elastic 
fluid, it is the more satisfactory on that account: it will also 
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considerably facilitate the computations necessary in order to 
ascertain the ratio of the elasticity of this fluid to its density* 

The elastic force of the fluid generated in the combustion of 
the charge of powder, is measured by the weight by which it 
was confined, or rather by that which it was just able to 
move, but which it could not raise sufficiently to blow the 
leathern stopper quite out of the mouth of the bore of the 
barrel. 

This weight in all the experiments, except those which wer@ 
made with very small charges of powder, was a piece of ord- 
nance, of greater or less dimensions, or greater or less weight, 
according to the force of the charge ; placed vertically upon its 
cascabel, upon the steel hemisphere which closed the end d 
the barrel ; and the same piece of ordnance, by having its bore 
filled with a greater or smaller number of bullets, as the occa- 
sion required, was made to serve for several experiments. 

The weight employed for confining the generated elastic 
fluid, is expressed in the following table m pounds avoirdupois ; 
but in order that a clearer and more perfect idea may be 
formed of the real force of its elastic fluid, I have added a 
column in which its force, answering to each charge of pow- 
der, is expressed in atmospheres. 

The numbers in this column were computed in the follow- 
ing manner. The diameter of the bore of the barrel at its 
muzzle being just ^ of an inch, the area of its transverse sec- 
tion is 0.049088 of a superficial inch; and assuming the mean, 
pressure of the atmosphere upon 1 superficial inch equal to 
i^lbs. avoirdupois, this; will give 0.73631 of a pound avoir- 
dupois for that pressure upon 0.049088 of a superficial inch, 
or upon a surface equal to the area by which the generated 
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elastic ifluid acted on the weight employed to confine it; con- 
sequently the weight expressed in pounds avoirdupois, which 
measured thd force of the generated elastic fluid in any given 
experiment, being divided by 0.73631, will show how many 
times the pressure exerted by the fluid was greater than 
the mean pressure of the atmosphere. Thus in the experi- 
ment, No. 6, where the weight which measured the elastic 
force of the generated fluid was = 504.8 lbs. avoirdupois, it 
is -^ = 685.6 atmospheres. And so of the rest. 

0.7363 X ^ A 

I have said that the diameter of the bore of the barrel, made 
use of in the following experiments, was just ^ of an inch at 
its muzzle, and this is strictly true, as I found upon measuring 
it with the greatest care ; but its diameter is not perfectly the 
same throughout its whole length, being rather narrower to- 
wards its lower end : yet the capacity of the barrel being known, 
and also the diameter of the bore of its muzzle, any small in- 
equaUties of the bore in any other part can in no wise affect 
the results of the experiments, as will be evident to those who 
will take the trouble to consider the matter for a moment with 
attention. I should not indeed have thought it necessary to 
mention this circumstance, had I not been afraid that some 
one who should calculate the joint capacities of the bore and of 
the vent tube from their lengths and diameters, finding their 
calculation not to agree with my determination of those capa-- 
cities, as ascertained by fihing them with mercury, might sus- 
pect me of having committed an error. The mean diameter of 
the bore of the barrel, as determined from its length and its 
capacity, turns out to be just 0.2281 of an inch; the diameter 
of the vent tube being taken equal to 0.07 of an inch, and its 
length 1.715 inch. 
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{The generated elastic fluid 
was completely confined, 
the weight not being raised 

Ditto. 

DittOj weight not raised. 

Ditto, ditto. 

Weight just moved. 

In these three experiments 
the weight was raised with 
a report as loud as that of 
a pist?ol, 

/ But just raised, report much 

\ weaker. 

Weight hardly moved. 

Not raised. 

Raised with a loud report. 

Ditto, the report weaker. 

Ditto, the report still weaker* 

Weight but just moved. 

Raised with a loud report. 

Ditto, ditto. 

Ditto, report weaker. 

Raised, report weaker, 
r The weight hardly movedj. 

\ no report. 

Raised with a loud reports 

Ditto, ditto. 

Ditto, report less loud. 

{Weight hardly moved, and 
no report. 
Raised, loud report. 
Ditto, ditto. 
Ditto, ditto. 
Not raised. 
Not raised. 
Not raised. 
Not raised. 
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Weight but just moved. 
Raised with a loud report. 
Ditto, ditto. 
Ditto, ditto. 
Ditto, ditto. 
Ditto, report weaker, 
f Weight but just moved^ 
\ no report. 
Raised, report very loud. 
Ditto, ditto. 
Ditto, ditto. 
Not raised. 

But just raised, report weak, 
/Weight but just movedj, 
\ and no report. 
Raised with a^ loud report. 
Not raised, 

r Weight just moved, no 
\ report. 
Not raised. 
Raised, loud report, 
r Weight but just moved, 
\ and no report. 
Not raised. 
Not raised. 

Raised, with a weak report, 
r Weight but just moved, 
\ and no report. 
Not raised. 
Not raised. 
Weight not raised. 
Raised with a loud report. 

{Weight but just moved, 
and no report., 
Raised with a loud report. 
Ditto, ditto. 
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The t^rfeJt bemg i:^ r^red vmM km Ikrfeer s#rvic% bj the 
bursting of its vent tube, an end was put to this set of expe- 
riments. 

In order that a clear and satisfactory idea may be formed of 
the results of these experiments I have drawn the figure (Tak 
VI. ), in which the givep densities of the? generated elastic fluid,, 
or (which amounts to the same thi^g) the quantities of powder 
used for the qharge, beiiiig taken on the liiie A B^ from A tOr- 
wards B, the corresponding elasticities, as found by the expe- 
riments, are represented by lin^ perpendicular to the line AB> 
at the points where the njeasures of the: densities eni.. 

As the irregularities of the dotted line A C are owing, no 
doubt, rnerely tothe errors comniitted in making the experi'- 
ments, these irregularities being removed, by drawing the line 
A D in such a manner as to balance thie errors of the experi- 
ments, this line A D, which must necessarily be regular, will, 
by bare inspection, give us a considerable degree of insight i«to 
the nature of the equation which must be fomjeid to express 
the relation of the densities to the elasticitieis; one principal 
object of these experimental inqjuiries. 

Putting the density = 4^, and the elasticity =?= j, the line AD 
will be the locus of the equation expressing the relation of x 
toy; and had Mr. Rob I Ns's supposition, that th^ elasticity is 
as the density, been true, x would have been found to be to y 
m a constant (simple) ratio, AD would have been a straight hne, 
and AE would have berai the positions of this line, had Mr. 
RoBiNs's determination of the force of fired gu^npowder been 

accurate. 

But A D is a curve, and this shows that the ratio of x to y 
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is variable; and moreover it is^cOTrcco/iw^a:^ towards the line 
AB, on which x is taken; and this circumstance proves that 
the ratio dy to a: is continually increasing. 

moiigh these experiments^^^d^ 
jy to X increases as x is increased, yet when we consider the 
si^ectmth attention, we shall, I think, find reason to con- 
dede that the exponent of that ratio can never be less than 
#Miiti;; and farther, that it must of necessity hm^that value 
,rl.ly. when, the den.ty .eing ,.ke„ inLtely small, o. 
22= o, j: and y vanish together. 

Supposing this to be the case, namely, that the exponent of 
the ultimate ratio of ^ to jtr is = 1, let the densities or successive 
values of a: be expressed by a series of natural numbers, 

G, 1, 2, 3, 4, &C. to 1000^ 

the last term == 1000 answering to the ^reatdst density ; or 
when the pov^er completely iMls the ^ace in which it is con- 
lined I then, by putting ^ ss the variaible part of the e^ifionent 
of the ratio rf^ to ^, 

To each c^ the iuctegssive 1 ^ 

values of ^±t= J ' ' ' ^* ^' 

The corresp^iffiding^^'^^ 
G^y will be accu^efyex- )^o'"^, f '"^ 2'+^, g*"*""", 4,'"'*'', &c. 

equations 

For, as the variable part (^|^ of this exponent ittiay be taken 
of any dimemims, it may be so taken at each given term of 
the series, (or for etch particuMr value of ^), that the equa- 
tion *i:'+^£a: 5^^ s^ay almys cM«t%^na v?i of the 
^xperi&erits I and when this is den^tte value M^^ aitd the 
law of its increase as x inci^asfes, will be kn©^f and -this 
will show the relation of x to y, or of the ^asticities of thi ge- 

IN n !^ 
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Derated fluid to their corresponding densities, in a clear and 
satisfactory manner. 

Without increasing the length of this paper still more (it 
being perhaps already too voluminous), by giving an account 
in detail of all the various computations I made, in order, from 
the results of the experiments in the foregoing table, to ascer- 
tain the real value of %, and the rate at which it increases as ^ 
is increased, I shall content myself with merely giving the ge- 
neral results of these investigations, and referring for farther 
information to the following table II, where the agreement of 
the law founded on them, with the results of the foregoing ex-^ 
periments, may be seem 

Having from the results of the experiments in table L 
computed the different values of %, corresponding to all the 
different densities, or different charges of powder, from 1 grain, 
or QQ thousandth parts, to 18 grsmSy ot: "^92. thousandth parts of 
the capacity of the barrel, I found that while the density of 
the elastic fluid = x, expressed in thousandth parts, is increased 
from o to 1000 (or till the powder completely fills the space in 
which it is confined), the variable part z of the exponent of j:, 
(1 -f ^) is increased from o to -^. And though some of the 
experiments, and particularly those which were made with 
large charges of powder, seemed to indicate that while x is 
increased with an equable or uniform motion, % increases with 
a motion continually accelerated; yet, as the results of by far 
the greatest number of the other experiments showed the velo- 
city of the increase of ^ to be equable, this circumstance, added 
to some other reasons drawn from the nature of the subject, 
have induced me to assume the ratio of the increase of % to the 
increase of X as constant 
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But if, while x increases with an equable velocity from o to 
1000, % is increased with ah equable velocity from o to /^, then 
it is every where zto x as 1^^ to 1000; or 1000% = ^^^ and 
consequently % = ^^; and when x is = 1, it is % = ^^^ 
= o. 0004 ; and when^ is greater m less than 1 , it is %= o. 0004,^ ; 
and % being expunged, the general equation expressing the re- 
lation of X to y becomes a:*+°*°°°^''=:j)/; and this is the equation 
which was made use of in computing the values of y^ as ex- 
pressed in the following table. 

In order that the elasticities might be expressed in atmo- 
spheres, the values of y^ as determined by this equation, were 
multiplied by 1. 841. 

If it be required to express the elasticity in pounds avoirdu-- 
pmsythen the value of j, as determined by the foregoing equa- 
tion, being multiplied by 27.615, will show how many pounds 
avoirdupois, pressing upon a superficial inch, will be equal to 
the pressure exerted by the elastic fluid in the case in question. 
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Table IL Geneml Results of the Experimeiits Iri Tabfe^^4 

the Force of fired Gimpowder. 



1 



The Charge of 
Powder* 



I„Gr.I„.l^-r' 



I 

3 

s 

6 

7 
8 

9 
lo 

II 

12 
13 

15 



17 
18 



19 

20 

25.641 



39 
78 

117 

156 

195 

351 
390 

468 

624 
663 

702 

741 

780 

1000 



Value of the 

Exponent 

i'4'0.odo4J(r: 



1. 0156 
1. 0312 
1.0468 
1.0624 
1.0780 
1.0936 
1. 1092 
I. I 248 
1,1404 
I. 1560 
I.1716 
I. 1872 
1.2028 
1. 2184 
1.2340 

1.2496 
1.2652 
1.2808 
1.2964 
1. 3120 
1.4000 



Computed Elasticity of the ge- 
nerated Fidid, dr Value of jy, 
according to the Theorem 



ttt equal FSf tSi 



41.294 
89.357 
146.210 
213.784 
294^209 
389.919 

503-7^3 
638.889 

799.22^ 

989.169 

1213.91 

1479.50 

^793- 
2162.69 

2598.18 

3110.73 
3713.46 
4421.69 

5253-3 
6229.14 

15848.9 



tti ■ 

Atmospheres. 



76.822 
164.506 
269.173 

393-577 
541.640 

717.841 

927-353 
1176.19 

1471.37 

1821.06 

2234.81 

2723.77 

3300.91 

3980.52 

4783.26 

6836.46 

8140.34 
9671,33 

11467.8 
29177.9 



Actual Elasti- 
city, as shown 
by the Experi- 
ments. 



In 
Atmospheres. 



77.86 
182.30 
228.2 
382.4 

S^l 4% 

685.6 

811.7 

1164.8 

1551-3 

1884.'? 

2219. 

25)3.7 

3283.3 

4008 ♦ 
4722.5 

7090. 

10977. 



Diflference of the 
computed and the 
actual Elasiieitles. 



In Atmospheres* 


+ 


1,838 


+ 


17.794 


^ MM* 


40.973 


'— • 


11.177 


■. ;^, 


19.500 


-. — •■■ 


32.241 


--■' 


115.653 


— . ■ 


12.390 


+ 


79-930 


.; +■ 


63.24^ 


"■"". 


15,810 


. '-.iteM 


150.07 


,■;—-. 


17.61 


+ 


27.48 


— . 


60.76 



+1363.17 

+ 2836.66 



The agreement of the elasticities computed from the theo- 
rem a:'+°°''°^'' = jy, with the actual elasticities as they were mea- 
sured in the experiments, maybe Been in the foregoing table; but 
this agreement may be seen in a much more striking manner 
by a bare inspection of the figure (Tab. VI.); for the line A D 
in this figure having been drawn from the computed elasticities, 
its general coincidence with the line AC shows how nearly the 
computed and the actual elasticities approach each other. And 
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whan the irregularities of the ine AC (whiGh^ as had already 
been observed, must be attributed to the unavoidable errors of 
the ejcperiments), are corrected, these two curves will be found 
to coincide with much precision throughout a considerable part 
of the range of the experiments; but towards the end of the 
set of experiments, when the charges of powder were consider- 
ably increased, the elasticities seem to have increased faster 
than, according to the assumed law, they ought to have dona 
From this circumstance, and from the immense force the charge 
i^mBt have exerted in the experiment, when the barrel was 
burst, I was led to suspect that the elastic force of the iuM 
generated in the combustion of gunpowder, when its density 
is great, is stiH much greater than thest experiments seem to 
indicate; and a farther investigation of the subject served to 
confirm me in this opinion. 

It has been shown that the force exerted by the charge in 
the experiment in which the barrel was burst could not have 
been less than the pressure of 54,7^2 atmospheres ; but the 
greatest force of the generated elastic fluid, when, the powder 
filling the space in which it is confined, its density is= 1000, 
on cpmpuffcing its elasticity by the theorem ^'+°'^''''^'' = jj/> turns 
out to be only equal tp 29,178 atmospheres. 

In this computation the mean of the results of all the expe- 
riments in the foregoing set is taken as a standard to ascertain 
the value, expressed in atmospheres, of jy, and it isj x 1.841 
= 29,178. 

But if, instead of taking the mean of the whole set of expe- 
riments as a standard, we select that experiment in which the 
force exerted by the powder appears to have been the greatest^ 
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yet in this case even the initial force of fired gunpowder, com- 

"^ " 

puted by the above rule, v^ould be much too small. 

In the experiment No. 84, v^hen the charge consisted of 18 
grains of pow^der, and the density or value of x w^as 703, a 
weight equal to the pressure of 10,977 atmospheres was raised. 
Here the value oi y (= :c^+"-°°^^") is found to be (702"'^"^), 
= 4421.7; and to express this value of jy in atmospheres, and 
at the same time to accommodate it to the actual result of the 
experiment, it must be multiplied by 2.4826; for it is 4421.7 
(tlie value oi y expressed in equal parts) to 10,977 (its value 
in atmospheres, as shown by the experiment), as 1 to 24826, 
and consequently 4421.7 x 2.4826 = 10,977. 

If now the value of y be computed on the same principles, 
when X is put = 1000, it will turn out to be jy = 1000'"^'''^ 
= 1 5^849; and this number expressed in atmospheres, by mul- 
tiplying it by 2.4826, gives the value of jy = 39,346 atmo- 
spheres. 

This however falls still far short of 54,752 atmospheres, the 
force the powder was actually found to exert when the charge 
filled the space in which it was confined. But in the 84th expe- 
riment, when 18 grains of powder were used, as the weight 
(8081 lbs. avoirdupois) was raised with a very loud report^ it 
is more than probable that the force of the generated elastic 
fluid was in fact considerably greater than that at which it 
was estimated, namely, greater than the pressure of 10,977 
atmospheres. 

But, without wasting time in fruitless endeavours to recon- 
cile anomalous experiments, which, probably, never can be 
made to agree, I shall hasten to give an account of another 



the Force ofjired Gunpowder^ S75 

set of experiments ; the results of which, it must be confessed, 
were still more various, extraordinary, and inexplicable. 

The machinery having been repaired and put in order, the 
experiments were recommenced in July, 1793, the weather at 
that time being very hot. 

The principal part of the apparatus, /^^ barrel^ had under- 
gone a trifling alteration : dpon refitting and cleaning it, the 
diameter of its bore at the muzzle was found to be a little in-^ 
creased, so that a weight equal to 8081 lbs. avoirdupois, instead 
of being equal to 10977 atmospheres (as was the case in the 
former experiments), was now just equal to the pressure of 
9431 atmospheres. 

Though I was not at Munich when this last set of experi- 
ments was made, they however were undertaken at my request, 
and under my direction, and I have no reason to doubt of their 
having been executed with all possible care. They were all 
made by the same persons who were employed in making the 
first set ; and as these experimenters may be supposed to have 
grown expert in practice, and as they could not possibly have 
had any interest in deceiving me, I cannot suspect the accu- 
racy of their reports. 
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o 



86 

87 
88 
89 
90 

91 

92 
93 

95 
96 

•97 
98 

99 
100 

loi 

102 
103 

105 

106 

107 
108 
109 



Time \if lien ' the Ex- 
perimeat wasi made^ 

^793- 



1st July 4 o 

4 3^ 

5 o 



iid 



8tli 



17th 



9 30 
10 30 

II o 

9 30 
10 o 

10 30 

9 o 

9 30 

10 45 

9 o 

9 45 
10 30 

II o 



State 6f the 
Atmosphere. 



o 
S 



«8° 



71° 



80^ 

7<!>o 



72^ 



74^ 



85< 

75* 



4* 



< i^ ■ 



The? Charge of 
P6W<ier. 



iM 



* ' 

O 

< ■■ 



gfs- 



Eiig. In. 

28^37 |i7 

16. 

15' 

12 



28.38 



^8.55 



28,56 



28.42 



28.4 



14 
14 



IS 

15I 



13 
12 



*F 



MUM 

fd rtf © 
• w ^ 

%0:^ 14^ 

->~4 ^- -M _ 



Parts. 
1^63^ 

624 
58s 

f46^ 
5^07 

468 



468 

^507 
546 



585 



507 
468 



Weight eftiploji- 
ed to confine the 
elastic Flpid. 

wiiii '1 i"'iii' Til 1811! 1 '«:• in- 



In lbs; 
avoir- 
dupoi. 



lbs. 

8<^8i 



In atmo- 
sphlircs., 



9431 



94JI 



9431 



9431 



9431 



General Remarks^ 



{The weight was raised with 
an astonishing loud report. 
'In these three experinents 
the weight was raised with 
a very lowd report. 
Wei^t not raised* 

{Weight but just raised, re- 
port '^mryweik. 
Raised, loud report. 
Raised, feeble report. 
Raised, report very 'feebk* 
^Just moved p no report. 
Not raised. 
Not raised. 

Just raised, feeble report. 
Not raisedv; 
Not raised. 

The weight was raised, the 

report not very loud, 
early as above. 

{Raised, and with an un- 
commonly loud report. 
Raised, report very loud. 

{But just raised, the report 
very feeble. 
Nearly as above. 
Not raised. 

yust movedy no report. 
The same as above. 



1 
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It appears from the ibregoing table^ that mi t|ie aftempoij oi 
the 1st of July, the weight (whiohi was, ^hea^bra^s cannon, 
a 24, pounder, weighing 8081 lbs. aioirdup^ia^j, was not raised 
by 12 grains of powder, but that 1^ grains rmsed it with an^ 
audible though weak report. That the next mcroing, July 
2^d, at 10 o'clock, it was raised twice by charges of 12 grains. 
That in the morning of the 3d of July, it was not raised by 
12 grains, nor by 13 grains ; but that 14 grains just raised it 
That in the afternoon of the same day, two experiments were 
niade with 14 grains of powder, in neither of which the weight 
was raised ; but that in another experiment, in which 15 grains 
of powder were used, it was raised with a moderate report. 
That in the morning of the 8th July, in two experiments^ one 
with 15 grains, and the other with 13 grains of powder, the 
weight was raised with a ioi^^ reports and in an experiment 
with 12 grains, it was raised w^idifeehle report. Andlastlyv 
that in three successive experiments, made in the morning 
of the 17th of Jul}^ the weight was raised by charges of 12 
grains. 

Hence it appears, that under circumstances the most favour- 
able to the developement of the force of gunpowder, a charge 
(= 12 grains) filing -H^ of the cavity in which it is con- 
fined, on being fired, exerts a force against the sides of the 
containing vessel equal to the pressure of (9431 atmospheres ; 
which pressure amounts to 141465 lbs. avoirdupois on each 
superficial inch. 

Mr. Robins makes the initial, or greatest force of the fluid 
generated in tl^ combustion of gunpowder, (namely when the 
charge completely fills the space in which it is confined), to 

O o 2 
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be only equal to; the pressure of 1000 atmospheres. It appears^ 
however, from the result of these experiments, that even ad- 
mitting the elasticities to be as the densities, as Mr. Robins 
supposes them to be, the initial force of this generated elastic 
fluid must be at least twenty times greater than Mr. Robins 
determined it ; for -/^q, the density of the elastic fluid in the 
experiments in question, is to 1, its density when the powder 
quite fills the space in which it is confined, as 9431 atmo- 
spheres, the measure of its elastic force in the experiments in 
question, to 20108 atmospheres; which, according to Mr. Rx)- 
BiNs's theory respecting the ratio of the elasticities to the den-- 
sities, w^ould be the measure of its initial force. 

But all my experiments tend uniformly to prove, that the 
elasticities increase /a^^i^r than in the simple ratio of the corre- 
sponding densities; consequently the initial force of the gene- 
rated elastic fluid must necessarily be greater than the pressure 
of 20108 atmospheres. 

In one of my experiments which I have often had occasion 
to mention, the force actually exerted by the fluid must have 
been at least equal to the pressure of 54752 atmospheres. The 
other experiments ought, no doubt, to show, at least, that it is 
possible that such an enormous force may have been exerted 
by the charge made use of ; and this, I think, they actually 
indicate. 

In the first set of experiments, which were made when the 
weather was cold, though the results of them uniformly show- 
ed the force of the powder to be much less than it appeared to 
be in all the subsequent experiments, made with greater 
charges, and in warm weather, yet they all show that the ratio 
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of the elasticity of the generated fluid to its density is very 
different from that which Mr. Robins's theory supposes ; and 
that this ratio increases as the density of the fluid is increased. 

Supposing (what on many accounts appears to be extremely 
probable) that this ratio increases uniformly, or with an 
equable celerity, while the density is uniformly augmented; 
and supposing farther, that the velocity and limit of its in- 
crease have been rightly determined from the result of the set 
of experiments, table I. which were made with that view ; 
then, from the result of the experiments of which we have just 
been giving an account, (in which 12 grains of powder exerted 
a force equal to 9431 atmospheres), taking these experiments as 
a standard, we can with the help of the theorem (^'+°°'^°^ "^ =^ J ) 
deduced from the former set of experiments^ compute the initial 
force of fired gunpowder, thus : 

The density of the elastic fluid, when 12 grains of powder 
are used for the charge, being= 468, it is 468' '^^""z^ j = 1 479.5 ; 
and in order that this value of /may correspond with the result 
of the experiment, and be expressed in atmospheres, it must be 
multiplied by a certain coefficient, which will be found by di- 
viding the value of jy expressed in atmospheres, as shown by 
the experiment,- by the number here found indicating its value, 
as determined by computation. 

It is therefore Y^^TTp-'-j == ^-3744 fo^ the value of this coeffi- 
cient, and this multiplied into the number 1479.5 gives 9431 
for the value oty in atmospheres. 

Again, the density being supposed =1000 (or, that the 
charge of powder completely fills the cavity in which it is con- 
fined), in that case it will be 1000'+'''^ =:jy = 15849; and this 
number being turned into atmospheres by being multiplied by 
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the coefficient above foumi (==6.374,4), gives 101021 atmo- 
spheres for the measure of the initial- force of the elastic fluid 
generated in the combustion of gunpowder. 

Enormous as this force appears, I do not think it over-rated ; 
for nothing much short of such an inconceivable force can, in 
my opinion, ever explain in a satisfactory manner the bursting 
of the barrel so often mentioned; andi to this we may add^ that, 
as in 7 different experiments; dl madevwith* charges of iSigrainS; 
of powder, there were no less than 5 in which the weight was 
raised with a report^ and as the same weight was ;3ii9?;^€<5? in 3 
different experiments in which the charge consisted oilesi than 
12 grains, there does not appear to be any reason; whatev^ibr 
doubt with regard to the principal fact on which the above 
computation is founded. 

There is an objection, however, that may be made to these 
decisions respecting the force of gunpowder, which^ on the first 
view, appears of considerable importance; bnt on a more care- 
ful examination it will be found to have no weight. 

If the force of fired gunpowder is so very great, how does it 
happen that fire-arms and artillery of all kinds^ which certainly 
are not calculated to withstand so enormous a force, are not 
always burst when they are used ? I might answer this ques^ 
tion by another, by asking how it happened that the barrel used 
in my experiments, and which was more than ten times stronger 
in proportion to the size of its bore than ever a piece of ordnance 
was formed, could be burst by the force of gunpowder, if its 
force is not in fact much greater than it has ever been supposed 
to be ? But it is not necessary to have recourse to such a shift 
to get out of this difficulty : there is nothing more to do than 
to show, which may easily be done, that the combustion of 
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gunpowder is less rapid than it has hitherto Jbeen supposed to 
be, and the objection in question falls to the ground. 

Mr. RoBiNS^s theory supposes that all the powder of which 
a charge consists is not only set on fire/ but that it is actually 
consumed and ^*^ converted into an elastic fiuid before the bullet 
^^ issmsibly moved from its place." I have already in the for- 
mer part of this paper offered several reasons which appeared 
to me to prove that, though the inflammation GfgmLfowdBr is 
very rapid, yet the progress of the combustion is by-no means 
so instantaneous a« has been imagined. I shall now give an 
account of soine experiments which put that matter out of all 
doubt 

It isi a fact well known that on the discharge df^fire^arms of 
ali^kinds, cannon and mortars as well as muskets, there is al- 
ymys a corisidemble quantity of unconsumed grains of gun- 
powder blown out of them; and, what is very remarkable^ and 
as it leads directly to a discovery of the cause of this effect is 
highly deserving of consideration, these unconsumed grains 
are not merely blown out of the muzzles of fire-arms ; ithey 
come out also by their vents i or touch-holes, where the fire . en- 
ters to inflame the churge ; as many persons who have had the 
misfortune to stand with their f^ces near the touch-hole of a 
musket, when it has been discharged, have found to their cost. 

Now it appears to me to be extremely improbable, if not ab- 
solutely impossible, that a grain of gunpowder actually in the 
chamber of the piece, and completely surrounded by flame, 
should, by the action of that very flame, be blown out of it, 
without being 4t the same time set on fire. But if these grains 
of powiM: wce^ actually on fir e v^henthey come out.of the piece, 
and are afterwards found at a distance from it uficonstimed^ 
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this is, in my opinion, a most decisive proof, not only that the 
combustion of gunpowder is by no means so rapid as it has ge- 
nerally been thought to be, but also (what will doubtless ap- 
pear quite incredible), that if a grain of gunpowder, actually 
on fire, and burning with the utmost violence over the whole 
extent of its surface, be projected with a very great velocity into 
a cold atmosphere, the fire will be extinguished, and the re- 
mains of the grain will fall to the ground unchaiiged, and as 
inflammable as before. 

This extraordinary f^ct was ascertained beyond all possibility 
of doubt by the following experiments: Having procured from 
a powder-mill in the neighbourhood of the city of Munich a 
quantity of gunpowder, all of the same mass, but formed into 
grains of very different sizes, some as smaU as the grains of 
the finest Battel powder, and the largest of them nearly as big 
as large pease, I placed a number of vertical screens of very 
thin paper, one behind another, at the distance of 12 inches 
from each other; and loading a common musket repeatedly 
with this powder, sometimes without, and sometim^es with a 
wad, I fired it against the foremost screen, and observed the 
quantity and effects of the unconsuraed grains of powder which 
impinged against it. 

The screens were so contrived, by means of double frames 
united by hinges, that the paper could be changed with very 
little trouble, and it was actually changed after every experi- 
ment. 

The distance from the muzzle of the gun to the first screen 
was not always the sa:me; in some of the experiments it was 
only 8 feet, in others it was 10, and in some 12 feet 

The charge of powder was varied in a great number cof dif- 
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ferent ways, but the most interesting experiments were made 
with one single large grain of powder, propelled by smaller and 
larger charges of very fine-grained powder. 

These large grains never failed to reach the screen; and 
though they sometimes appeared to have been broken into se- 
veral pieces, by the force of the explosion, yet they frequently 
reached the first screen entire ; and sometimes passed through 
all the screens (five in number), without being broken. 

When they were propelled by large charges, and conse- 
quently with great velocity, they were seldom on fire when 
they arrived at the first screen, which was evident not only 
from their not setting fire to the paper (which they sometimes 
did), but also from their being found sticking in a soft board, 
against which they struck, after having passed through all the 
five screens; or leaving visible marks of their having impinged 
against it, and being broken to pieces and dispersed by the 
blow. These pieces were often found lying on the ground; 
and from their forms and dimensions, as well as from other 
appearances, it was often quite evident that the little globe of 
pow^der had been on fire, and that its diameter had been dimi- 
nished by the combustion, before the fire was put out on the 
globe being projected into the cold atmosphere. The holes 
made in the screen by the little globe in its passage through 
them, seemed also to indicate that its diameter had been dimi- 
nished. 

That these globes or large grains of powder were always set 
on fire by the combustion of the charge can hardly be doubted. 
This certainly happened in many of the experiments, for they 
arrived at the screens on fire, and set fire to the paper; and 
in the experiments in which they were projected with small 
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vclodties, th^ were often seen to pass ttedugh the am on fire ; 
and when this was the case no vestige was to be founds 

They sometimes passed, on fire, through several of the fore- 
most screens without setting them on fire, and set fire to one 
or more of the hindmost, and then went on and impinged 
against the board, which was placed at the distance of 12 inches 
behind the last screen. 

It is hardly necessary for me to observe, that all these expe- 
riments prove that the combustion of gunpowder is very far 
from being so instantaneous as has generally been imagined. 
1 will just mention one experiment more, in which this was 
shown in a manner still more striking, and not less conclusive. 
A small piece of red-hot iron being dropped down into the 
chamber of a common horse pistol, and the pistol being ele- 
vated to an angle of about 45 degrees, upon dropping down 
into its barrel one of the small globes of powder (of the size of 
a pea), it took fire, and was projected into the atmosphere by 
the elastic fluid generated in its own combustion, leaving a 
very beautiful train of light behind it, and disappearing all at 
once, like a falling smr. 

This amusing experiment was repeated very often, and with 
globes of dilFerent sizes. When very small ones were used 
singly, they were commonly consumed entirely before they 
came out of the barrel of the pistol ; but when several of them 
were used together, some, if not all of them were commonly 
projected into the atmosphere on fire. 

I shall conclude this paper by some observations on the pmc 
tical uses and improvements that may probably be derived from 
these discoveries, respecting the great expansive force of the 
fluid generated in the combustion of gunpowder. 
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As the slowness of the eombustiou of guapowcjer is undoubt- 
edly the cause which has prevented its enormous and almost 
incredible force from being discovered, so it is evident^ that the 
readiest way to increase its effects is to contrive matters so as 
to accelerate its inflammation and combustion. This may be 
done in various ways, but the most simple and most effectual 
manner of doing it would, in my opinion, be to set fire to the 
chaige of powder by shooting (through a small opening) the 
flame of a smaller charge into the midst of it. 

I contrived an instrument on this principle for firing can- 
non three or four years ago, and it was found on repeated 
trials to be useful, convenient in practice, End not liable to ac- 
cidents. It likewise supersedes the necessity of using priming, 
of vent tubes, port-fires, and matches ; and on that account I 
imagined it might be of use in the Blritish navy. Whether 
it has been found to be so or not I have not yet heard. 

Another infallible method of increasing very considerably 
the effect of gunpowder in fire-arms of all sorts and dimen- 
sions, would be to cause the bullet to fit the bore exactly, or 
without windage, in that part of the bore at least where the 
bullet rests on the charge : for when the bullet does not coni- 
pletely close the opening of the chamber, not only much of the 
elastic fluid generated in the first moment of the eombuMori 
of the charge escapes by the sides of the bullet, but, what is 
of still greater importance, a considerable part of the uncon- 
sumed powder is blown out of the chamber along with it, in 
a state of actual combustion, and getting before the bullet con- 
tinues to burn on as it passes through the whole length of the 
bore, by which the motion of the bullet is much impeded. 

The loss of force which arises from this cause is, in some 
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cases, almost incredible ; and it is by no means difficMt to 
contrive matters so as to render it very apparent, and also to 
prevent it. 

If a common horse pistol be fired v^ith a loose ball, and so 
small a charge of powder that the ball shall not be able to 
penetrate a deal board so deep as to stick in it when fired 
against it from the distance of six feet ; the same ball, dis- 
charged from the same pistol, with the same charge of powder, 
may be made to pass quite through one deal board, and bury 
itself in a second placed behind it, merely by preventing the 
loss of force which arises from what is called windage; as I have 
found more than once by actual experiment. 

I have in my possession a musket, from which, with a com- 
mon musket charge of powder, I fire two bullets at once with 
the same velocity that a single bullet is discharged from a 
musket on the common construction, with the same quantity 
of powder. And, what renders the experiment still more strik- 
ing, the diameter of the bore of my musket is exactly the same 
as that of a common musket, except only in that part of it 
where it joins the chamber, in which part it is just so much 
contracted that the bullet which is next to the powder may 
stick fast in it. I ought to add, that though the bullets are of 
the common size, and are consequently considerably less^ in 
diameter than the bore, means are used which effectually pre- 
vent the loss of force by windage; and to this last circumstance 
it is doubtless owing, in a great measure, that the charge ap- 
pears to exert so great a force in propelling the bullets. 

That the conical form of the lower part of the bore, where 
it unites with the chamber, has a considerable share in pro- 
ducing this extraordinary effect, is however very certain, as I 
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have found by experiments made with a view merely to ascer-- 
tain that fact, 

I will finish this paper by a computation, which will show 
that the force of the elastic fluid generated in the combustion 
of gunpowder, enormous as it is, may be satisfactorily ac- 
counted for upon the supposition that its force dependsv5o/^|y 
on the elasticity of watery vapour, or steam. 

It has been shown by a variety of oiperiraents made in Eng- 
land, and in other countrieSj and lately by a well conducted 
set of experiments made in France by M. de Betancour, and 
published in Paris under the auspices of the Royal Academy 
of Sciences, in the year 1790, that the elasticity of steam is 
doubled by every addition of temperature equal to 30 degrees 
of Fahrenheit's thermometer. 

Supposing now a cavity of any dimensions (equal in capa- 
city to 1 cubic inch, for instance) to be filled with gunpow- 
der, and that on the combustion of the powder, and in conse- 
quence of it, this space is filled with steam (and I shall pre-- 
sently show that the water, existing in the powder as water , is 
abundantly sufficient for generating this steam) ; if we know 
the heat communicated to this steam in the combustion of pow- 
der, we can ciampute the elasticity it acquires by being so heated. 

Now it is certain that the heat generated in the combustion 
of gunpowder cannot possibly be less than that of red-hot iron. 
It is probably much greater, but we will suppose it to be only 
equal to 1000 degrees of Fahrenheit's scale, or something less 
than iron visibly red-hot in daylight. This is about as much 
hotter than boiling linseed oil, as boiling linseed oil is hotter 
than boiling water. 

As the elastic for<?e of steam is just equal to the mean pres-- 
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sure of the atmosphere when its temperature is equal to that of 
boiling water, or to 21s** of Fahrenheit's thermometer, and as 
its elasticity is doubled by every addition of temperature equal 
tojo degrees of the Mme scale, with the heat of si s^^^^^^^ 
= s^s*" its elasticity wiU be equal to the pressure of 2 atind- 
sph^^s; at the temperature of m^ -^ gd" ==272^ it will equal 
4 atmospheres ; 
at £72^ 4- so^ = 302^ it will equal 8 atmospheres i 
at 302^+30°= 332" -,^1^ ....^ 
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at 333 4" S" =362 -*— 33 - 
at 362° -f 30° r= 392° -— — 64, — — 
at 392° -f- 30'* = 422° ——^128 ' ■■'" : ■' 

at 422' + 30' = 452*' ■ 256 — - 

at 452° + 30" = 4^^° ' 513 — — 

at 482° + 30° = 512° — 1024 — — ^ 
at 512° 4- 30°== 542° *-— 2048 -4— - 
at 542° + 30° =572° - — — 4096—— 
at 572° 4- 30° = 602°, (or 2 degrees above the heat of boil* 
ing Unseed oil,) its elasticity will be equal to the pressure of 
8192 atmospheres, or above eight times greater than the utmost 
force of the fluid genei-ated in the combustion of gunpowder, 
according to Mr. Robins's computation. But the heat gene- 
rated in the combustion of gunpowder is much greater than 
that of 602" of Fahrenheit's thermometer, consequently the 
elasticity of the steam generated from the water contained in 
the powder must of necessity be much greater than the pres- 
sure of 8192 atmospheres. 

Following up our computations on the principles assumed, 
(and they are founded on the most incontrovertible experi- 
ments) we shall find that, 
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at the temperature "l the dastieity will be equal to 
of >- the pressure of 
6oa° -j- 30°= 632'J 16,38% atmospheres; 

at 632° + 30° = 6620 -- 33,768 .-— - 

at 66a° + 30° == 692" — 65,536 
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a^4#69^-+ 3c^==3 722^ the elastic^ will bp equal to ^itte 
pressure of 1 3 1 ,072 atmospheres, which is 1 30 times greater 
than the elastic force assigned by Mr. Robins to the fluid ge- 
nerated in the combustion of gunpowder; and al^o^to;!^^^ 
part greater than my experiments indicated it to be. 

But even here the heat is still much below that which is most 
undoubtedly generated in the combustion of gunpowder. The 
temperature which is indicated by 722° of Fahrenheit's scale, 
(which is only 122 degrees higher than that of boiling quick- 
silver, tor boiling linseed oil,) falls short of the heat of iron 
which is visibly red-hot in daylight by 355 degrees : but the 
flame of gunpowder has been found to melt brass, when this 
metal, in very small particles, has been mixed with the pow- 
der; and it is well known that to melt brass a heat is required 
equal to that of 3807 degrees of Fahrenheit'^ scale; 2730 
degrees above the heat of red-hot iron, or 3085 degrees higher 
than the temperature which gives to steam an elasticity equal 
to the pressure of 131072 atmospheres. 

That the elasticity of steam would actually be increased by 
heat in the ratio here assumed, can hardly be doubted. It has ab- 
solutely been found to increase in this ratio in all the changes 
of temperature between the point of boiling water (I may 
even say of freezing water) and that of 280"* of Fahrenheit^'s 
scale; and there does not appear to be any reason why the 
same law should not hold in higher temperatures. 
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l^. doubt might possibly arise with respect to the existence 
of a sufficient quantity of water in gunpowder, to fill the space 
in which the powder is fired, with steam, at the moment of the 
explosion ; but this doubt may easily be removed. 

The be.t gunpowder, .uch as was used in my experiments, 
is composed of 70 parts (in weight) of nitre, 1 8 parts of sul- 
phur, and 16 parts of charcoal; hence 100 pafts of this powder 
contain 6^x0 parts of nitre, 17^^ parts of sulphur, and of char- 
coal i^^imrtsJ 

Mr. KiRWAN has shown that in 100 parts of nitre there are 
rm^bt mter of crystallization ; consequently, in loo parts 
of gunpowder, as it contains 67^ parts of nitre^ thefe iinn^^ 
4t^ parts of water. 

Now as 1 cubic inch of gunpowder, when the powder is well 
shaken together, weighs exactly as much as 1 cubic inch of 
water at the temperature of 55** F. namely 253.175 grains Troy, 
a cubic inch of gunpowder in its driest state must contain at 
least 10^^ grains of water; for it is 100 to 4.711, as 253.175 
to 10.927. But besidis the water of crystallization which exists 
in the nitre, there is always a considerable quantity of water 
in gunpowder, in that state in which it makes bodies damp or 
moist. Charcoal exposed to the air has been found to absorb 
nearly f of its weight of water ; and by experiments I have 
made on gunpowder, by ascertaining its loss of weight on 
being much dried, and its acquiring this lost weight again 
on being exposed to the air, I have reason to think that the 
power of the charcoal, which enters into the composition of 
gunpowder, to absorb water remains imimpaired> and that it 
actually retains as much water in that state, as it would retain 
were it not mixed with the nitre and the sulphur; 
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As there are 15-^^ parts of charcoal in 100 parts of gun- 
powder, in 1 cubic inch of gunpowder (= S53.175 grains 
Troy,) there must be 38.989 grains of charcoal; and if we 
suppose "I of the apparent weight of this charcoal to be water, 
this will give 4.873 grains in weight for the water which exists 
in the form of moisture in 1 cubic inch of gunpowder. 

That this estimation is not too high is evident from the fol-^ 
lowing experiment. 1 160 grains Troy of apparently dry gun- 
powder, taken from the middle of a cask, on being exposed 15 
minutes in dry air, heated to the temperature of about 2 oo^ 
was found to have lost 1 1 grains of its weight. This shews 
that each cubic inch of this gunpowder a;ctually gave out 2-/^ 
g^ins of water on being ex^sed to this heaf, «nd the., is no 
doubt but that at the end of the experiment it still retained 
much more water than it had parted with. 

If now we compute the quantity of water which would be 
sufficient, when reduced to steam under the mean pressure of 
the atmosphere, to fill a space equal in capacity to 1 cubic inch, 
we shall find that either that contained in the nitre which 
enters into the composition of 1 cubic inch of gunpowder as 
water of crystallization, or even that small quantity which 
exists in the powder in the state of moisture^ will be much more 
than sufficient for that purpose. 

Though the density of steam has not been determined with 
that degree of precision that could be wished, yet it is quite 
certain that it cannot be less than 2000 times rarer than water, 
when both are at the temperature of 2 is'*. Some have sup- 
posed it to be more than 10,000 times rarer than water, and 
experiments have been made which seem to render this opinion 
not improbable ; but we will take its density at the highest 
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possible estimation, and suppose it to be only b odd times rarer 
than water. As i cubic inch of water weighs 253.175 grains^, 
the water contained in 1 cubic inch of steam at the tempera- 
ture of sis'" will be -~^ part of 253.175 grains, or 0,12659 of 
a grain. 

But we have seen that 1 cubic inch of gunpowder contains 
10.927 grains of water of crystallization, and 4.873 grains in 
a state of moisture. Consequently the quantity of water of 
crystallization in gunpowder is 86 times greater, and the quan- 
tity which exists in it in a state of moisture is 38 times greater, 
than that which would be required to form a quantity of steam 
sufficient to fill completely the space occupied by the powder. 

Hence we may venture to conclude, that the quantity of 
water actually existing in gunpowder is much more than suf- 
ficient to generate all the steam that would be necessary to 
account for the force displayed in the combustion of gunpow- 
der (supposing that force to depend solely on the action of 
steam), even though no water should be generated in the com- 
bustion of the gunpowder. It is even very probable that there 
is more of it than is wanted, and that the force of gunpowder 
would be still greater, could the quantity of water it contains 
be diminished. 

From this computation it would appear, that the difficulty is 
not to account for the force actually exerted by fired gunpow- 
der, but to explain the reason why it does not exert a much 
greater force. But I shall leave these investigations to those 
who have more leisure than I now have to prosecute them. 
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